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A chief cause of this trouble for you and your patients has been eliminated. 
LUXENE 44 is not subject to harmful swelling from water absorption*; the 
result is the remarkable stability of LUXENE 44 dentures in the mouth. 


Because of their stability LUXENE 44 dentures afford greater mouth 
comfort and rebasing has on reduced. As a LUXENE 44 Selected 
| Laboratory, we have seen ample evidence of these facts. Specify LUXENE 
a 44 for your next case and make your own comparison. 


: * For detailed data regarding the change in dimensions of denture base ma- 
i terials in water or saliva, see the A.D.A. Research Commission report, page 
7, A.D.A., Journal, January 1942 
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Ask the dentist who prescribes 


Y LUXENE 44 


STANDARD DENTAL LABORATORIES 


185 North Wabash Avenue 


CHICAGO, ILLINOIS 
Phone: DEArborn 6721-5 
* Trademark Reg. U. S. Pat. Off. t; i) be t) ) 
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LUXENE 44 






















Your patients’ desire for truly natural-looking 
teeth is easily met when you prescribe Austenal 
Teeth. Austenal Teeth are made by the exclusive 
Micromold Process which assures the utmost in 
true anatomical details and naturalness because 


they are molded from nature’s own teeth. 


* 


STANDARD DENTAL LABORATORIES 


185 North Wabash Avenue 


CHICAGO 1, ILLINOIS 
Phone: DEArborn 6721-5 














PROFESSIONAL TOWELS 


VU ECONOMICAL - 
no laundry costs, no expense of 
buying cloth towels. 


TIME SAVING- 
always ready, no waiting for 
laundry delivery. 


lt SANITARY = 
each patient receives a brand 
new towel 


oe SOFT - 


made principally of absorbent 
faced cotton with water-repel- 
lent backing. | 


OROFESSIONAL | casts 


UL VARIED USES = 


| WELS ‘as a napkin, or wipe, to clean 
and polish equipment and in- 

struments. For patients to take 

DENTAL DIVISION home after extractions. 


: SIZE; 
NEW BRUNSWICK, N. 4 cuicagod, hu 19x 14”, folded to 5"’x 7” 
































“BUT, YET... HE MADE A THOUSAND FRIENDS” 


JOHN BENNETT (whoever he is, or was) likely never 
knew Doctor Earle Craig, but he could have been 
thinking of Earle when he wrote, “But, yet . . . he 
made a thousand friends. Yes: and, by God! he kept 
them.” The Bennett quotation was printed under 
Earle’s picture in the souvenir program of “A Dinner 
Party for Earle Craig Given by His Friends in Dentist- 
ry.” Perhaps it was erudite Doctor Tom McBride who 
chose the lines by Bennett. It was a happy choice; 
nothing could better describe the honor guest. 

More than three hundred of Earle’s friends were 
there, mainly dentists and their wives, along with a 
handful of us camp followers who, like your corres- 
pondent, live and work on the profession’s fringe. We 
laymen always look with a spot of envy upon such an 
event, at the warm fraternal spirit of it. No customer- 
complex invades it; quite the contrary: at parties like 
this one for Earle, most of those attending are competi- 
tors, and many are competitors of the honor guest. 


(Continued on page 1156) 
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, * can't do it—any more than you can match all natural 
gum shades with just one popular shade of “pink’’ denture material. 
DENSCO “Service” Acrylic Denture Material is supplied in six shades 
which stimulate buying interest on the part of the patient and enable 
the dentist to match all gum shades exactly as he would match tooth 
shades. | 

The DENSCO “Service” Shade Guide and Visualizer is the most im- 
portant contribution to denture construction since the discovery of 
acrylics. Ask your salesman to show it to you! 
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METHYL METHACRYLATE 


DENTURE MATERIAL 
Distributed by- 


oNSCO- DENTAL SPECIALTY MM 


BOX 420—DENVER 1, COLORADO, U.S.A. 
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THE PUBLISHER’S CORNER 


(Continued from page 1154) 


It was a grand evening. The dinner at the Univer- 
sity Club was pretty good, despite rationing. And the 
rigidly rationed speeches were just right: there were 
not too many; they were just long enough. Toastmaster 
Pat McParland blended them all with his Irish wit 
when he introduced Jimmy McNerney, W. D. Me- 
Clelland, N. C. Ochsenhirt, secretary of the Allegheny 
County Medical Society, Ray Robb, president of the 
Odontological Society, and ORAL HycIENne’s editor, 
Ed Ryan. And Earle’s response was perfect. 

The occasion marked his recent election as president 
of the Pennsylvania State Dental Society, but it was 
more than that. It was an expression of the feeling 
that has been growing for years in the hearts of Earle’s 
friends—an outpouring of deep friendship for a man 
who is so forthright and honest, so utterly incapable of 
dissembling, that his friendship is comfortable friend- 
ship, not just a pretty valentine sort of friendship, but 
solid and clear as a glass brick. That evening last 
week we were honoring a man too honest to seem to 
agree with you when he doesn’t—“But yet ... he 
made a thousand friends. Yes: and, by God! he kept 
them.” 
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GEIZ-400 


L - 
ans [ PERFECTION 


IMPRESSION PERMANENT 
PASTE LINER 





Solves Your Improved Again For 
Hot-W eather Results; Simplicity, 
Mixing Problems and Low Cost 
® Allows up to 30 seconds to com- ® New simplified Technique re- 
plete the mix. quires only a few minutes chair 
time .. . patient dismissed imme- 


® Regardless of temperature, im- 


pression is controlled to be set 4 - 
minutes from start of mix. No processing. Ready to use from 


the tube. 


* For old and immediate dentures, 
partials, and lowers. 


diately wearing denture. 


® May be used for displacement or 
non-displacement of tissues. 


®@ Mixed paste is of a _ beautiful © Permanence guaranteed to equal 


smooth, thin, creamy consistency. the life of the denture. 
®It is mon-granular. Does not © No solvent treatment of denture. 
crystallize, yet sets hard enough _ It need only be clean and dry. 
to eliminate change or distortion. ® Mild . . . No cellophane necessary. 
® Is not sticky. Easily wiped from ® Simple as taking a plaster wash. 


operator’s hands or patient’s face. 6 Transparent ... for perfect blend- 


® Economical in cost. 1 package ing with the tint of the denture. 


(enough for 12 to 15 impressions) ® $8.00 per tube. Usually enough for 
$3.00. Six packages, $2.70 each. 20 dentures, or 40c per Liner. 


THERE IS NO COST OR RISK TO ¥OU in proving the efficiency 
and economy of these GETZ-400 products. Use them on several ap- 
plications . . . with the privilege of returning unused portion to 
your dealer for full credit refund of entire purchase price. 


THE WILLIAM GETZ COMPANY 


175 N. MICHIGAN AVE. . . CHICAGO 
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An ideal dentifrice for home use 


TER te 
"aac nk 


DR.LYON’S 


OOTH POWDER 


, 
; 


Dn. L YV@N’*S has had the confidence of the 
dental profession for over sixty years. Conspicuously, it is also 
the largest selling tooth powder in America. Prepared originally by 
a practicing dentist, Dr. Lyon’s contains no magic... no mysterious 
ingredients. It is not a therapeutic agent or medicament, simply 


a time-tested cleanser and polisher with a delightful flavor. 








by 


us 








Order through your dealer 
or send for illustrated 
literature today. 









HANDPIECE 


for oral work... 










Use the time-saving Miller’s Elec- 
tric Handpiece for all prosthetic 
work, The lightweight, portable 
Miller does speedy, smooth 
grinding and polishing of 
metals, porcelain, amalgam, 
zinc, alloys, gold, vulcanite, 
stone, etc. Plugs in any socket. 
Speed, 25,000 r.p.m. With six 
assorted points... . $18.50 


Bench Holder for Handpiece, 
leaves hands free... . $3.75 




















e 


Vyiello/e4. rows ana stones 


Extreme accuracy insured! Perfectly 
balanced Millers are firmly mounted 
on steel shanks. There’s no burr rough- 
ness, no chatter, and they're easy to 
clean and sterilize, 












Standard of Quality in the Dental 
Profession for Half a Century 


CHICAGO WHEEL & MFG. COMPANY ! Nome 
1101 W. Monroe St., Dept. OH Chicago 7, Ill. I Address 
_— j 


—a_ awe ow ow Eee ane a ae a ae ae 
PSsend Circular. Interested in 


{ CJ Points and Stones ((] Handpiece 





















FEAR Tecze 





Surgical supplies go into these shells of 
mercy. Fired to soldiers fighting in 
isolated pockets, they help keep open 
that vital life line of medical aid. 


@® Behind countless new developments in 
the care of our fighting men is the military 
medical man. His “war” goes on even 
when the guns are silent. His rest periods 
very often are limited to moments with 

a cigarette. More than likely the ciga- 
rette is a Camel, for Camels are a ser- 

vice favorite around the world. 


R. J. Reynolds Job. Co. 
Winston-Salem, N. C. 
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STUART 


Wi Oral 





R CROUCH’ bhe wy undertying COM SE! of 
pot Ordl Biisue Discadlevy 





As YOU WELL KNOW, gum and mouth tissue disturbances are usually 





outward symptoms of a nutritional deficiency. Unless the deficiency 






is removed, local treatments ordinarily bring only temporary relief. 






Reports show that ViOral usually clears up these cases completely 
and permanently by removing the cause of the disturbance (nutri- 
tional deficiency). Nearly all cases of bleeding or sore gums, Vincent’s, 
pyorrhea, gingivitis, etc. respond quickly to this new ViOral therapy. 







Voluntary reports from leading dentists tell of dramatic improve- 














ments within 10 days or less in pathologic cases of years’ standing. 

For your convenience in describing ViOral to your patients, The 
Stuart Dental Products Co. offers you Free a supply of booklets 
explaining the use of ViOral. 






AVAILABLE AT AL SOLD THROUGH ETHICAL METHODS ONLY 





» Tue Stuart Dentat Propucts Co. 
234 E. Colorado Street, Pasadena 1, California 





Please send me Free a supply of Booklcts 
explaining ViOral and its use. 





The Stuart Dental 
Products Co. 


PASADENA, CALIFORNIA 








NAME D.D.S. 


CHICAGO,ILLINOIS 








ADDRESS 








CITY & ZONE 
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OUR FUTURE? 


How many patients can you serve each week? How 
many will you be serving 10 years from now? 

The new Ritter Practice Study, “Dentistry’s 
Future,” to be released this month, will give you some 
important facts on these questions. Send in your 
request now for an advance copy of this revealing 
picture of your future. Just ask for “Dentistry’s 
Future’ on your stationery. Ritter Company, Incy 
Ritter Park, Rochester 3, N. Y. 


















Ritter 
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ROCHESTER, N. Y. 








NOW AS THEN... 





A THERAPEUTIC TREAT 


The cheerful, reassuring and relaxing 
atmosphere that is such a priceless part 
of Spa treatment cannot be bottled, But 
the important feature to which many a 
Spa owes its success is within reach of 
all your patients—sparkling, carbon- 
ated, saline-laxative water. 

The same ingredients frequently 
found in Spa waters—sodium sulfate, 
sodium chloride and sodium bicarbon- 
ate—are scientifically combined with 
other salts in pleasant-tasting Sal. 


HEPATICA to create gentle “Liquid 
Bulk” for effective cleansing of the in- 
testinal tract. 





For a gentle, more efficient laxative, 
or thorough cathartic—direct your 
patients to dissolve SAL HEPATICA in 
a large glass (8 oz.) of water. Laxa- 
tive Dose: 1 to 2 level tsps. Cathartic 
Dose: 4 level tsps. 











A Product of Bristol-Myers Company, 19L_ . W. 50th St., New York 20, N. Y. 
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The real secret of Castle Steriliz- 
ers’ continuous success with the 
dental profession lies in the heating 
unit which Castle has engineered 
exclusively for its own sterilizers. 
It is a one-piece, double-wound 
unit scientifically designed to give 
years of trouble-free performance 
. . . with little or no attention 
from the busy doctor or nurse. 


If repairs are ever necessary, the 
complete heating unit is replaced 
in 5 minutes... at low cost ...so 
there is never a mixture of new 
parts and old to cause minor break- 
downs. For further details of Castle 
Sterilizers and their lifetime ser- 
vice, write: WILMOT CASTLE 
CO.,1101 University Ave., Roch- 
ester 7, New York. 








CASTLE No. 90 
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170 Varick Street, New York 13, N. Y, 
ntocaine, Novocain, Cobefrin Reg. Trademarks Laboratories: Wheeling, W. Ve. & Springville, N. Y. 
Winthrop Chemical Company, Inc, 





| 
& 

ize 
7 











‘ ES 
FREE DENTISTS SAMPL 


ON REQUEST—(Please use your 


ionery) 
cord or profess! stationery 


ona! 


wILSON's 


hestve fo a dentiwres 


A word with a meaning that has 
grown with the years. A word to 
remember when you are consider- 


ing a quality denture adhesive. 


CO-RE-GA is not advertised to the public 


COREGA CHEMICAL COMPANY 


208 St. Clair Ave., N. W. © Cleveland 13, Ohio 


























FREE DENTISTS’ SAMPLE 


ON REQUEST—(Pleos 


cord of professional 


WwILSON's 


e use your 


stationery) 


the fe ofect adhestve fe e dentines 


A word with a meaning that has 
grown with the years. A word to 
remember when you are consider- 


S 


ing a quality denture adhesive. 


CO-RE-GA is not advertised to the public 


COREGA CHEMICAL COMPANY 


208 St. Clair Ave., N. W. © Cleveland 13, Ohio 








*TYPE A 


When the Inlay 
is subject to slight stress 
















A pure gold colored, very soft, burnish 
able alloy for occlusal and gingival in 
lays that will receive slight or moderat 
stress, 


$2.20 perd 


*TYPE B 


For M.O.D. Inlays, %4 Crowns 
Pontics, Posterior Abutment 
efc. 
A popular, light coin colored gold fo 
medium hard inlays. It is burnishabl 


a desirable feature if you like to spin th 
margins, 


$2.07 per dwt 


*TYPE C 


For Inlays, %4 Crowns, Slic 
Preparations, etc., subject t 


heavy stress This is a hard, gold cd 
ored alloy that will withstand heavy 
impact. For hard inlays, %4 crown 
with thin sections, incisal angles ove 
facings, slice preparations, pontics ang 
inlay abutments that will be subject t# 
severe stress. $2.05 per dw 
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For an Exceptionally Good Partial 
Denture Gold 


It has strength to spare, consequently it can be cast 
in thin sections and still have ample strength for 
service in the mouth. It is soft in the quenched 
condition to permit fine clasp adjustment, and 
tough and resilient after heat treatment. 


Use it for all types of clasps, bars, partial dentures, 
’4 crowns with thin walls, m.o.d. inlays, cast cusps, 
and fixed partial denture abutments when you need 
a gold of great hardness, strength, and depend- 
ability from all viewpoints. 


Coin gold color. $2.00 per dwt. 


*Comply with A.D.A. Specification No, 5 
TAn extra hard gold for which no specification has been set. 
Prices subject to change without notice. 


Always specify 
S. S. WHITE CASTING GOLDS 


at your supply house and laboratory. 














NEW HORIZONS 


in prosthetic dentistry were brought into focus 
by the advent of DEEFOUR... the first and 
only true gold type of alloy for cast partials. 
That was a quarter of a century ago. This 
proud alloy established then a high standard 
. . . in natural beauty, in perfect elemental 
balance, and in physical performance... which 
has never been excelled. 


And through the years, the utility of DEE- 
FOUR has been broadened extensively by its 
use in quenched form for hard inlays, bridge 
abutments, Chayes work, etc. 


DEELASTIC is now available, 
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OPERATIVE PAIN 
makes “hard days” harder! 





The time-robbing interruptions caused by pain delays can’t be sched- 
uled in the appointment book. The time losses due to these interruptions 
accumulate to make procedures require more than their allotted time and 
cause appointment books to run behind. The result is greater nervous 
tension and fatigue on the part of the dentist and irritation to waiting 
patients—to say nothing of the discomfort of the patient in the chair. 

In providing ease and comfort for the patient, McKesson pain con- 
trol saves the dentist time and conserves his energy. The Nargraf for 
either anesthesia or analgesia and the two McKesson analgesia ma- 
chines—the Easor and the Euthesor—have advantages not available 
in any other gas equipment. Let us tell you what this equipment is doing 
for other dentists—can do for you in the way of saving time, con- 


serving energy and building patient good will. 





NARGRAF EUTHESOR 
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OF GREAT IMPORTANCE 
TO THE PROFESSION 








ACRILIKUTTERS = 


FOR ACRYLIC FINISHING 


Here, at last, is a set of cutters, complete with shanks, for all operations in th 
shaping and carving of acrylics. The three types serve all purposes and meets 
long-felt need in the profession. 


Specially Designed! Specially Produced ™ 


Yates Acrilikutters have been specially hardened through a technique recent! years, 
developed. They retain their keen cutting edge over a long period of time. 
























inserte 
decay, 
No. ] Cutter leaves an area so smooth that THE COMPLETE SET sii 
sanding before polishing is unneces- S 
sary. 7 gone 0 
No, 2 Cutter has the added advantage of oo 
reaching parts otherwise inaccessible. Note it 
No.3 Cutter is for rough grinding and re- = gag $95 the co 
moving large areas of acrylic, OR ea, thing i: 
STONE. 
seal in 
Also available with tapered shank and with 4" a UCKS, 54 
straight shanks for use in Jacobs Chuck ff  “ What b 
* Order through your Dealer, or Direct the op 
money! 
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42 Years! 


After 


wre 2 | 


what it shows — (4) 


Here’s a restoration that stood up for 42 
years, yet is still as good as the day it was 
inserted. Except for a neglected distai 
decay, which involved the pulp and ne- 
cessitated the extraction, it could have 


gone on and on for many years more. 


Note its margins. Note the condition of 
the contiguous tooth structure. Every- 
thing is intact and sound, with the cavity 


seal in no way impaired. 


What but Gold Foil could repay so highly 
the operator’s skill and the patient’s 
money! Compared with a filling that lasts 
only ten years, or fifteen years, a Gold 
Foil is worth, then—as a matter of simple 





arithmetic — three times, and even four 
times, as much. Considering the ultimate 
worth of a live tooth, a Gold Foil is then 


truly priceless! 


Would you like literature about Gold 
Foil regularly — as issued? Simply mail 
the lower portion of this page with your 
card or letterhead to Morgan, Hastings 
& Co., 817-21 Filbert Street, Phila- 
delphia 7, Pa. — Established since 1820. 


vil 
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GOLD FOIL= 


service and satisfaction for a lifetime! 








INTACT AND SOUND! 


Approved for use 
by leading manu- 
facturers of acrylic 
denture materials. 
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fdentists everywhere for safe denture-hygiene. Safe 


HERE'S no easier way to clean dentures than by 





soaking them clean in POLIDENT. Nor is there any 
better way. For POLIDENT literally déssolves mucin, 
tarnish, food debris and odors .. . soaks them clean 
without the slightest danger of injury! 


POLIDENT is recommended by thousands of 


because it eliminates the handling required by brush- 
ing, and consequent danger of dropping. Safe be- 
cause its non-abrasive action insures freedom from 
scratching or wear. 

As an extra service to your denture patients, 


may we suggest that you recommend POLIDENT? 


HUDSON PRODUCTS, INC., 190 BALDWIN AVE., JERSEY CITY 6, N. J. 


























SOAK RINSE a 
100 15 minutes in solu- Hold under run- 
tion. (1 glass water to ning water to 
% tsp. POLIDENT). rinse. That's all! 



























































A STATEMENT 
ABOUT IPANA 






















































































For several months, we have been receiving letters from druggists 
saying that they are unable to buy Ipana. We feel that we owe you 


an explanation as to why this is so. 


When the war broke out, we believe Ipana was the largest selling 
dentifrice in America. We believe it still is. But it is no news to 
you that the war imposed serious restrictions on materials. At the 
same time, the demand for Ipana from the armed forces grew to 


tremendous proportions. 


That demand is still growing. Army and Navy purchases during 
the first four months of 1945 alone amounted to 8,682,336 tubes 
—against 4,594,752 tubes for the like period in 1944. Thus, 
nearly nine million tubes, a very large proportion of our produc- 


tion, are going to men and women in service. 


This we could have overcome if material and packaging supplies 
were available. In November 1944, however, tube material was 


without warning restricted by a WPB order to a fraction of its 


former output. Thus, with an increased demand for the armed 
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forces and a further shortage of tubes, there was no backlog of 


tooth paste or tubes available. 


Our Research Department has been studying every possible type 
of unrestricted package material for an alternate tube, but be- 
cause of the nature of Ipana and our insistence that it should be 
made identically as it was before the war, so far no satisfactory al- 


ternate package has been devised. 


The result was that we have to ration our meager civilian supply. 
We try to be scrupulously fair in this rationing. We play no favor- 
ites. A wholesaler gets a certain percentage of his pre-war pur- 


chases. He, in turn, rations Ipana to his retail customers. 


So, if you cannot get Ipana, don’t blame your retailer. We would 
like to sell more and so would he. After all, that’s how we both 


make our living. 


We intend to supply the armed forces in full, for that is a very 
small return for what they are doing for us. We shall continue to 
ration the balance as fairly as we know how. And, through con- 
stant research, we shall continue to explore every alternate 


method of packaging which can meet Ipana’s rigid standards. 


Until the situation improves, may we ask your forbearance. 


ss 2 


BRISTOL-MYERS COMPANY 
630 FIFTH AVENUE e NEW YORK 20, N. Y. 












































2 SLOTS — 
40% More Retentic, 
than ao 1-Slot Boy. 








hes an ae ve 
REINFORCING Rij. 
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Stiffens Bar. 
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A 
2 Slots — give decidedly more MADE IN 4 GRADED SIZES Al 
retention than a single slot. 
Stabilizing — Reinforcing Rib — Fe 
locks the boar against rocking; . 
stiffens the ends agoainst dis- 
tortion. Mc 
Ovoid Bar Form — increases rig- 
idity; will not cut into the tis- 
sues if the denture settles. 
16 Kt. Solid Gold My 
Anatomical Contour — conforms Ex.L.—$4.60: L.—$4.30: M.—$3.95: $.—$35 
to notyral lingual contour and 
permits adaptation to case with Thrift (Plat. Col.) DE 
minimum adjustment. Ex.t.—$2.85: b.—$2.35: M.—$2.15: $.—$i." The 
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JELENKO GOLD WIRES 
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ST aia > orhan’s educational theme reaches the 
TS > Za eer public over and over and over. Leading 

os 4 a national magazines carry it constantly. Twice 
weekly Gabriel Heatter urges it on his popular 
mews broadcast over a Mutual coast-to-coast 


hookup. 


Of the vast public thus advised to see their 
dentist every three months for tooth and gum 
















Mi | s> inspection—many are prospective patients, in 
NW ij ANT your locality. 
= e 
| Clinical Investigation Shows How 95% 


Gingivitis Cases Improved in 30 Days 


1. Hundreds of patients were examined. Approximately 
half were first given prophylaxis. ALL were instructed 
to massage gums for 30-day test period with Forhan’s 
toothpaste twice daily. 

2. At end of test period, 95% of those having Gingivitis 
showed marked improvement. 100% of those with normal 
gums maintained gums in healthy condition. 






Worthy of your recommendation 


- Forhan’'s.“ 


For Firmer Gums—Cleaner Teeth 
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_ Tue Los ANGELEs Red Cross workroom has been invaded by Doctor 
L. B. Morris, retired dentist, formerly of Denver. He spends five and 
one-half hours daily in the Red Cross headquarters, and is one of two 
men who help to prepare the 5000 surgical dressings produced there 


every day.—Los Angeles (California) Times Photograph. 





Ten dollars will be paid for the picture used in this department each 
month. Send gloss prints with return postage to Oral Hygiene, 708 
Church Street, Evanston, Illinois. 
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SERVICEWOMEN 


WILL BE LOOKING 





FOR JOBS TOO 


By T/Sergeant JEAN CASTLES, WAC* 





T/Sergeant Jean Castles in Paris. 


MUCH HAS BEEN published on the 
problem of rehabilitation of den- 
tists now in Service, but what 
about dental assistants? Civilian 
dentists are worrying about them, 
I’m sure. ORAL HYGIENE carried an 
article during recent months by a 
dentist whose assistant joined the 
WAC. He misses her and will be 
anxious to have her return to his 
office to take up mixing cement, 
casting inlays, making appoint- 
ments, and generally routing his 
practice along the lines he prefers. 


Will your former dental assistant 
now in Service return to your of- 
fice after the war? 


Maybe the former assistant will 
not want to return to a dental prac- 
tice to assist at the chair and in 
the office. Maybe she will not con- 
sider returning to her old job ex- 
cept in case of necessity. I believe 
it is going to be much more difh- 
cult for the assistant to step back 
into her civilian shoes than it will 
be for the dentist who returns to 
his civilian practice. 

The dentist will return to be his 
own “boss.” He will have prob- 
lems—many and varied, but the 
Nation will be more dental con- 
scious after the peace, and his 
training as well as his experience 
will be in demand. Returning sol- 
diers will make up the bulk of the 


acute dental needs, and they are 


*T/Sergeant Castles, who joined the WAC May 
1, 1943, is now in Paris attached to the Publicity 
Division of the SHAEF. She served several 
months in London before General Eisenhower's 
headquarters were moved to Paris. 
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now more conscious of dental hy- 
giene than they were as civilians. 
The problem of the returning den- 
tist will ease in time. 

However, the assistant faces a 
problem entirely converse. Every- 
thing but routine will be accepted 
gratefully. The composite dream 
of Service people in foreign thea- 
ters includes civilian clothing, 
thick steaks, fresh sweet milk, 
American newspapers, ice, white 
bread, clean tablecloths, traffic run 
American plan, hot water, heat, 
electric lights shattering the night- 
mare of blackout, and freedom 
from strict discipline. All these 
things are the United States to us. 

Every woman in the Service 
who has worked and must work 
when she returns to civilian life 
wonders exactly what is in store 
for her. Most women, as imprac- 
tical as it may sound, dread the 
idea of working under several per- 
sons. The typist who in civilian life 
sat crowded in a room full of other 
typists, and who has been utilized 
and she believes abused by the 
Army in the same way, is ready to 
do virtually anything but return 
to the same kind of a setup. 


Army Classification 

The dental assistant usually 
wanted to get into that type of 
service as a WAC, but the Army 
seldom classifies a person accord- 





Sergeant Dorothea M. Schultz of 
Lakeland, Florida, serves as a dental 
hygienist in the Eastman Dental 
Clinic in Paris. 
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Sergeant Virginia J. Stone of Greens- 
burg, Pennsylvania, gives a prophy- 
laxis to a servicewoman at the East- 
man Dental Clinic in Paris. 


ing to civilian occupation; that 
would be expecting too much. 
When she entered the WAC that 
was the only thing she was inter- 
ested in—working in a dental clin- 
ic in a large Army installation. 
The Army probably placed her in 
a camp library and she finds she 
likes it. She has learned to work 
with people her own age who have 
similar interests. She probably 
could never be an assistant again 
for one reason—she would be 
tempted to throw away all the old 
magazines collected in the recep- 
tion room magazine rack while 





she was gone. That in itself would 
disqualify her with most dentists, 

Aside from that, the dental as. 
sistant has lived an entirely dif. 
ferent life. In many ways, perhaps, 
she has really lived for the first 
time. That small office, the same 
people every three or six months, 
same magazines, listening to the 
same chair-side small talk repeated 
perhaps six times a day, six days 
a week—a rugged picture of the 
future to any woman. 

Demobilization, as well as what 
we plan to do and hope to do 
after the peace, is a current topic 
for discussion. The points of view 
exchanged have been as varied as 
the women voicing them. A ma- 
jority of the WACs have expressed 
the desire to get a more interest- 
ing job when they go back. A 
great many of them joined to get 
away from a job, and they cer- 
tainly hope the job waiting for 
them isn’t the same one. 

The dentist who stayed in civil- 
ian life might be ready to wel- 
come his assistant back, break out 
the white uniforms (show me a 
WAC who'll want to wear any kind 
of a uniform again except the 
apron of a housewife), turn the 
books over to her, and settle back 
to the good days of peace. That 
assistant, and others who worked 
for his colleagues, may have dif- 
ferent ideas. I’ve talked to several 
assistants and hygienists who 
aren't enthusiastic over fitting 
themselves back into the same rou- 
tine. 

In the Army Dental Clinic in 
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Paris, three WACs are serving as 
dental hygienists in the Eastman 
Foundation Clinic. Only one of 
these women, Sergeant Virginia J. 
Stone of Greensburg, Pennsyl- 
vania, was a dental hygienist be- 
fore joining the WAC, Sergeant 
Stone wanted to be a driver when 
she enlisted. In the eighteen 
months she has been overseas she 
has done no type of service except 
prophylaxis. When queried as to 
what she planned doing upon re- 
lease from the Service, Sergeant 
Stone said, “Be a dental hygienist. 
There is nothing else I know. 
When I joined I kept my civilian 
job a secret,’in hopes of learning 
something else, but a dentist I 
knew in Brooklyn caught up with 


iParis Eastman Dental Clinic Opened, Orar 
Hycrene 28:193 (February) 1938. 


In the Eastman Dental Clinic in Paris, 
Private Catherine Barclay of Philadel- 
phia serves as assistant receptionist. 
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me and here I| am. It’s too late, 
now, for me to think of doing dif- 
ferent work.” 

Sergeant Dorothea M. Schultz 
of Lakeland, Florida, was trained 
as a dental hygienist by the Army. 
In civilian life she worked in a 
physician’s office as receptionist, 
assistant, and clerk. Before com- 
ing overseas she worked as an 
operating room technician for 
thirteen months in Fort Ogle- 
thorpe, Georgia. Sergeant Schultz 
feels that she would just as soon 
work as a dental hygienist in the 
States, after the war, if there are 
no other opportunities open. 

The third WAC working at the 
clinic, Private First Class Joan E. 
Sissons, is an American girl who 
was living in England at the out- 
break of the war. She transferred 
to the WAC in May, 1944, after 
serving three years in the WAAF. 

(Continued on page 1205) 























By ALFRED J. ASGIS, 
D.D.S., Ph.D. 


SHOULD AMERICAN workers re- 
ceive the highest quality of health 
care? The answer is an unequivo- 
cal “Yes.” If we are agreed on this 
fundamental premise, it follows 
that hospital, medical, dental, op- 
tometric, podiatric, nursing, and 
other accredited services received 
by workers, should be of the best 
quality. 

We face a serious problem which 
would not have arisen were it not 
for the fact that the people, espe- 
cially workers, are now more than 
ever confused about the quality of 
dentistry because of the recently 
proposed and widely publicized 


dental plan for low-income groups. 
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Workers want no part of Hyser assembly-line, mass-produc- 
tion dentistry. 





at, 


I refer to the scheme paraded un- 
der a variety of designations, but 
now popularly advertised with the 
label “assembly-line dentistry.” 
Putting the question bluntly: 
“Should dental mechanics be per- 
mitted to practice prosthetic den- 
tistry?” “Should this innovation 
be introduced in the United 
States?” This is exactly what “belt- 
line dentistry” proposes to do. 
Let me put this question in more 
precise terms in relation to our 
present social structure. “Should 
the practice of dentistry by me- 
chanics be introduced in volun- 
tary health insurance prepayment 
plans, or under social insurance 
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health programs, especially ‘med- 


ical insurance’ plans?” My answer 
is “No.” Mechanics are not quali- 
fied to render any kind of dental 
service. Only dentists are qualified 
to so function. 

Unfortunately, on this trouble- 
some, century-old quality question, 
there appears to be no universal 
agreement, even among the mem- 
bers of the dental profession. That 
is why this problem is more serious 


-than we think; it must be dealt 


with now in a direct manner. It 
touches the existence of dentistry 
as a scientific profession, and the 
quality of dental health care the 
people are going to receive under 
health insurance, voluntary or 
compulsory. 

I wish to stress two points: first, 
there is still time to check a de- 
veloping trend which aims to split 
dentistry into segments to the det- 
riment of its growth as a health 
service; second, those in and out 
of the profession who have already 
given their sanction (and others 
who are about to give their sup- 
port) to this dismemberment ef- 
fort should consider carefully the 
problem as a whole in the light of 
historical facts and with regard 
to our future well-being. I am sure 
the proponents of “mass-produc- 
tion dentistry” have good inten- 
tions, but the result of these good 
intentions is questionable. 


Assembly-Line Dentistry 
Under the impact of World War 


II, as after the depression years, 
we have been observing the re- 
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emergence of the “level-technician’ 
idea for dental education and den- 
tal practice. Presented first pub- 
licly by Guy S. Millberry in 1925, 
by Alfred Owre in 1931, and then 
by others, it now reappears as 
“factored dentistry.” A similar 
scheme was submitted in writing 
by Doctor Charles L. Hyser, a 
dentist of New York, to the Pep- 
per Committee in the U. S. Senate 
and published in its report. Con- 
trary to propaganda rumors, the 
Pepper Committee never approved 
it. This so-called “Hyser Plan” 
has been dismissed by a few reso- 
lutions, by a report here and there. 
and by a public repudiation by 
Doctor J. Ben Robinson, then 
President of the American Dental 
Association. I do not recall having 
seen any comment on this scheme 
by the editor of The Journal of the 
American Dental Association. As 
early as April, 1943 OraL HycIENE 
published an editorial on this pro- 
posal with the characteristic re- 
mark in its title, “What—No 
Robots?”? 

Now we learn that “Doctor 
Hyser’s plan appealed to Doctor 
John Oppie McCall who had been 
thinking in a somewhat similar di- 
rection.”* What is this promising 
Hyser plan? Here is a layman’s 
version. “He (Doctor Hyser) 
would form a group of dentists, 
stomatologists, assistant dentists. 
and various categories of dental 
assistants.” We are informed that 





iEditorial: What—No Robots? Orat HyciEne 
33:490 (April) 1943. 

2Weiss. Myron: Mass Production Dentistry, Ora 
Hycient 35 :226-231 (February) 1945. 
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this is no ordinary kind of “group 
practice.” Instead, “At the top of 
the group would be dentists with 
thorough-going, all-around train- 
ing (including knowledge of sys- 
temic diseases) who would chart 
accurately each patient’s mouth 
and prepare instructions for every- 
one who would later work on the 
patient. A competent physician 
would pass on systemic condi- 
tions.”* The author then discusses 
details of the proposal such as: 
fractionation in the mechanical 
part of dentistry, teamwork, econ- 
omy, stations for operators, pilot 
plan or demonstration clinic, costs 
of functioning, how to subsidize 
the plan. According to Doctor 
Hyser, if present laws pertaining 
to the profession of dentistry were 
modified, this sort of ‘“‘factored 
dentistry” could be started by con- 
servative businessmen, corpora- 
tions, dental college clinics, or 
others, for about $1,000,000 of 
enterprise money. It could even 
yield a business profit 


“Low-Cost” Appeal 


This story may sound attractive 
to dentists and lay people, so far 
as it goes. The idea has found 
support and is now being propa- 
gated through the American As- 
sociation for Dental Health. But 
stripped of its alluring “low-cost” 
appeal, what in essence does this 
scheme represent? It is nothing 
more nor less than another round- 
about attempt to flood the dental 
field with unqualified persons who 
will jeopardize the public health. 


The claimants for “factored 
dentistry” maintain: it will reduce 
costs to make dental care avail- 
able to the masses, and assure the 
dentist an adequate income, all 
with no compromise “in the qual- 
ity of the dental service,” and it 
will also meet the shortage of den- 
tal personnel. To accomplish this 
we must have the “pilot plan,” 
which will also furnish data on 
dental costs and dental fees. “Fac- 
tored dentistry” will do nothing 
of the kind. 

Let us briefly examine a few 
pertinent facts. Are we offered a 
health insurance plan? No. Doc- 
tor Hyser is opposed to compul- 
sory health insurance because it 
is “bureaucratic.” Apparently 
there is nothing wrong with priv- 
ate or corporation bureaucracy. 

Where does the stomatologist 
come into the picture? We must 
not take the stomatologist in this 
setup too seriously. He is not there 
at all. This is another smoke screen 
that “level-technician” advocates 
are in the habit of employing con- 
veniently. 

Are we offered “group prac- 
tice” as we understand it? No. 
Doctor Hyser has no intention of 
bringing the dentist, technician, 
hygienist, and assistant into a 
group. where each will practice in 
the field for which he is qualified 
and all will practice as a unit. In- 
stead, Doctor Hyser relieves the 
dentist from his prosthetic service 
and hands it over to the techni- 
cian; operative dentistry is turned 
over to dental hygienists; and sc 
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on down the “assembly line.” 

As to the dentist’s livelihood 
and economic security, I wonder 
how dentists feel about it. A den- 
tist with six years’ academic and 
professional education and train- 
ing is offered the same annual sal- 
ary of $3,000 as the technician, 
with little or no training. Could 
we honestly expect social-minded, 
cultured, and scientifically inclined 
young men and women to be at- 
tracted to dentistry under these 
circumstances ? 


“Dental Quackery”’ 


If mechanics will be practicing 
dentistry without dental qualifica- 
tions, what will be the outcome 
for quality dentistry? Can this 
happen here as it happened in 
several European countries be- 
cause of an unenlightened public, 
an apathetic rank and file of den- 
tists, a misguided and shortsighted 
dental leadership? Would this not 
be outright “dental quackery” le- 
galized? Would this not start one 
of the bitterest social and econom- 
ic struggles between the “aca- 
demic dentists” and the “master 
dental technicians’? Would it not 


usher in an era of commercialism | 


unheard of before? And who but 
the American people would be the 
greatest sufferers in the end? 
These presumably remote re- 
sults should concern us all now. 
Our decision now will determine 
the future course of dentistry in 
America and the kind of quality 
dental care the people will receive. 
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The “pilot plan” is defective in 
what it does not do and in what 
it does do. It lowers the quality 
of dental services, it does not low- 
er the cost of quality dentistry. 
The “factored” setup does not pro- 
vide adequate living standards for 
professional dentists. Laymen do 
not understand fully these intrica- 
cies of the qualitative problem 
and cannot now see the implica- 
tions of such schemes. 

We all seek unity, harmony, and 
cooperation. But while unity 
among professional and_ labor 
groups is essential now to achieve 
common social goals in health 
and welfare, cooperation must be 
for high quality dental care and 
in accordance with principles that 
maintain the unity of dentistry. 
Upon no other basis can coop- 
eration be built. The recently ap- 
pointed Dental Advisory Commit- 
tee of the Social Security Board, 
Senators Wagner, Murray, Pep- 
per, Surgeon General Parran, Doc- 
tor Martha Eliot, officers of na- 
tional and state professional so- 
cieties, and other groups, should 
be written to immediately regard- 
ing the importance of quality den- 
tistry. This must be kept in mind 
by all planners for postwar health 
care and dental service programs. 

The time to prevent costly mis- 
takes in dental policies is now— 
before undesirable practices are 
fostered. 


7 East 42nd Street 
New York 17, New York 




















A DOUBLE WARNING 


TO DENTISTS 









I AM ANXIOUS to send out a double 
warning to my fellow dentists, so 
many of whom are overworking 
especially during this war. I am 
48 years old and had practiced 
dentistry twenty-one years until 
about a year ago when I had to 
discontinue practice because of ill 
health. 

While still practicing, my left 
hand would become numb and I 
had considerable neuritis in that 
arm and shoulder. My feet and 
legs would ache badly before the 
day was over and a numbness and 
tingling developed in them. Fool 


Adequate 
makes it possible for a dentist to 
meet an emergency. 





insurance _ protection 


By FRANK P. GRIFFIN, D.D.S. 





ish as it was, I continued working 
in that condition for weeks until 
I almost collapsed. Although my 
physicians do not give me too 
much encouragement of recover- 
ing sufficiently to go back to my 
practice, I have not given up the 
hope of some day resuming it. 
My second and most important 
reason for writing this article is 
to warn you of the importance of 
having proper insurance protec- 
tion for such emergencies. Along 
with buying my first home, I be- 
gan buying life insurance. I ob- 
jected to an expensive health pol- 














ttion 
st to 














July, 1945 


icy because there is no accumula- 
tive benefit from paying the pre- 
miums from year to year. It was 
my idea to have enough life in- 
surance with disability benefits to 
take care of myself and family. 
Fortunately, that is the way it is 
working out. I did have the typi- 
cal accident and health policy 
which paid for loss of time and 
hospital expenses for the first 
three months. Then the life poli- 
cies began paying me disability 
benefits from three to four months 
after the onset of my disability. 


Monthly Income 


To illustrate how it works, let’s 
take for example a person who 
has $40,000 or $50,000 in life in- 
surance with waiver of premiums 
and disability benefits for total 
and permanent disability. That 
means a monthly income of $400 
or $500. Compare this with the 
fact that one would have to have 
invested about $100,000 at pres- 
ent interest rates, or about $200,- 
000 in United States Bonds, to 
bring the same income. 

In addition to my life insurance 
I have an educational payment 
policy for each of my three sons. 
These are written on my life with 
the waiver of premium benefits 
for total disability and, of course, 
death. After I secured what I con- 
sidered sufficient life insurance, I 
bought a retirement annuity also 
with the provision for waiver of 
premium in case of disability. If 
the disability payments do not 
amount to as much as a person 
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has been making, that is compen- 
sated for by the waiver of pre- 
miums. The policies are kept in 
force at no expense to the holder 
and also the payment of disability 
benefits does not affect the face 
value of the policies. Another good 
thing about this is that such in- 
come from insurance is not tax- 
able. 

My insurance has been such a 
source of satisfaction to me that | 
want to urge especially the young- 
er dentists to consider the matter. 
Many agents will attempt to sell 
you insurance, but rather than buy 
haphazardly I would suggest that 
you find a man who represents a 
good company and will develop a 
plan for your particular needs. A 
good agent who knows his busi- 
ness wants to consider you his 
client and if you have confidence 
in him, then take his advice. That’s 
what you expect your patients to 
do—isn’t it? 

From the time I started prac- 
ticing in 1923, I bought insurance 
as fast as I could afford it and 
when the crash came in 1929 | 
was not affected by it because I 
had no stocks and bonds. I was 
then and still am largely letting 
the insurance companies take care 
of the investments. I think that it 
is wise to be obligated to pay in- 
surance premiums and then one is 
not so likely to fall for “get-rich- 
quick” propositions. You know, it 
is said that we dentists are on 
every “sucker list” that exists. 


215 Terrace 
Fresno, California 

















The Houston (Texas) Chronicle: 
Lieutenant Commander Curtis O. Wal- 
lace (DC) of Nacogdoches, Texas, was 
recently awarded the Presidential Unit 
Citation for participation in the Second 
Marine Division’s invasion of Tarawa. 
Lieutenant Commander Wallace was 
attached to the Division as dental officer. 

The citation was presented by Cap- 
tain R. F. McCall, supervisor of ship- 
building for the Houston area, in cere- 
monies at the Navy Receiving Station 
at Green’s Bayou, Texas. 

Lieutenant Commander Wallace 
graduated from the Texas Dental Col- 
lege, Houston, in 1932. He is now at- 
tached to the Navy Receiving Station 
in Houston as senior dental officer. 


Chicago (Illinois) Daily News: Quick 
thinking and ingenuity on the part of 
Richard W. Short, a Portland, Oregon, 
dental student, and Mrs. Short, a social 
worker, saved the life of Larry L. Secor, 
pharmacist’s mate 3d class, who fell 
sixty feet through a broken guard, on a 
trail near the Columbia river highway, 
to a slight break in the face of an 800- 
foot cliff. Mr. and Mrs. Short stripped 
off their clothing to improvise a rope 
when the sailor called to them that he 
could not maintain his feeble grasp on 
the cliff. The nearest help was two 
and a half miles away. 

The line which Mr. and Mrs. Short 
first improvised from two jackets, slacks, 
corduroy trousers, a slack top, a shirt, 
shorts, anklets, and two belts, all 
knotted together, was not long enough 
to reach Secor from the top of the cliff. 
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Mrs. Short then lowered her husband 
over the cliff to a small fir tree, but the 
line still would not reach. 

By this time Mr. Secor called that 
his hands were going to sleep. The 
frantic couple finally found a 20-foot 
length of wire which they tied to the 
rope of clothing. Mr. Short was again 
lowered to the fir tree and dropped the 
line. This time it reached. The sailor 
grasped the rope and slowly inched his 
way to the tree. From there they threw 
the rope to Mrs. Short and crawled to 
the bank. 

Mr. Short is a student in the senior 
class in the Dental School of the Uni- 
versity of Oregon. After graduation he 
plans to enter the Navy. 


The New York (New York) Times: 
At the seventy-seventh annual meeting 
of the Dental Society of the State of 
New York which was held recently at 
the Hotel Pennsylvania, New York City, 
Doctor Joseph J. Glaser, president of 
the Society, stated that the Nation is 
suffering from a critical shortage of den- 
tists and that the country’s need for 
dental care is acute. 

He explained that a recent survey 
shows that many states and almost all 
rural areas are without the necessary 
dental personnel to carry on a complete 
dental health program. According to the 
survey, there is now about one dentist 
for every 1,800 persons. Approximately 
45 per cent of the estimated 65,000 den- 
tists in the country are 55 years of age 
or older, and almost 50 per cent are 45 
years of age or older, 
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The Indianapolis (Indiana) Times: 
In the dental office of Doctor W. W. 
Peet of Indianapolis, Miss Crystal Pace, 
the dental assistant, was giving a final 
polishing to a denture to be delivered 
to a patient that morning when the den- 
ture slipped from her hands and out 
the partly opened window. Miss Pace 





reached the window in time to see the 
denture land on the head of a man on 
the street seven stories below. Hurrying 
to the elevator, Miss Pace managed to 
reach the sidewalk in time to catch the 
innocent passerby and ask: “Did you 
see my denture?” “Qh,” he replied, 
“Was that what hit me?” Miss Pace 
was able to salvage eight of the four- 
teen teeth from the pieces in the gutter 
which the victim kindly pointed out to 


her. 
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Chicago (Illinois) Tribune: Lieuten- 
ant Colonel Kenneth Cofield, former 
liaison officer of the American Dental 
Association who recently was assigned 
to duty overseas, has been succeeded 
by Colonel A. P. Matthews, Chief of 
Dental Service for the Sixth Service 
Command. Colonel Matthews’ new 
duties as liaison officer will be in ad- 
dition to those he performs for the 
Sixth Service Command. 


The Indianapolis (Indiana) Times: 
Doctor Maynard K. Hine has been ap- 
pointed Dean of the Indiana University 
School of Dentistry, according to an 
announcement made recently by Presi- 
dent Herman B. Wells. He succeeds 
Doctor William H. Crawford who will 
become Dean of the College of Den- 
tistry at the University of Minnesota 
July first. 

Doctor Hine was formerly head of 
the Division of Oral Pathology at the 
University of Illinois College of Den- 
tistry. In 1944 he became a member of 
the faculty of the Indiana University 
Schegol of Dentistry where he is now 
serving as professor of periodontia and 
histopathology. 


Awards for items published in Dentists IN THE News*this month 


have been sent to: 


H. C. Gerser, Jr., Executive Secretary, Michigan State Dental Society, 1514 


Olds Tower Building, Lansing. 


CorporaAL WittiAM R. NagceE ti, #33457596, 30th Air Depot Group, Finance 
Section, APO #149, c/o Postmaster, New York. 

Mrs. Witt1am Mater, 1925 Sharp Place, Houston 6. 

M. B. Newman, D.D.S., 1410 Morris Avenue, Bronx 56. 

Auice ScHeFFLeR, 1035 Churchman Avenue, Indianapolis 3. 


CAN YOU USE A DOLLAR? 


To EVERY READER who contributes a newsworthy item, something unusual about 
a dentist, which is published in Dentists in the News, we will send promptly a 
crisp, new one dollar bill. Every clipping must be taken from a newspaper and 
carry the name of the publication and the date line. Clippings submitted cannot 
be returned. When more than one copy of a clipping is submitted, the first one 
received will be used. Send all items to Dentists in the News, Ora Hyciene, 708 


Church Street, Evanston, II]linois. 











ABILITY 


IS NOT ENOUGH 


An oral surgeon’s assistant classifies men in the dental 
profession. 


By CLAIRE HOLLINGER 


WHEN First I began to view den- 
tists from a professional point of 
view, I acquired the habit of di- 
viding them into my own two per- 
sonal groups. About a dentist in 
the first group I would say men- 
tally, “Now this man inspires con- 
fidence in me. [ should like to be 
a patient of his.” About a man in 
the second group I would think, 
“IT don’t know why, but I should 
hesitate to let this man make the 
decisions necessary for my wel- 
fare. I don’t think I should like to 
be a patient of his.” It was not, 
however, until a long time after I 
had been assisting in a dental of- 
fice that I discovered the basis for 
my two groups. I believe it can be 
summed up in one word—person- 
ality. 

First let’s take it from the pa- 
tient’s point of view. Say that I 
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am a patient going to a dentist. 
All I know about the dentist is 
what I have heard from another 
patient of his, or perhaps I have 
heard of the quality of his service 
from another dentist. Maybe | 
have heard nothing about this den- 
tist whatsoever. No matter what 
the case may be, I would expect 
him to sell himself subtly, and, as 
a result of that, his service, to me. 

If this dentist did not greet me 
pleasantly, if he were short with 
me, I should feel ill at ease. If he 
did not have a self-assured, poised 
attitude, if he slouched and mum- 
bled when he talked, shuffled and 
dragged his feet when he walked, 
looked at me with shifty eyes, and 
gave. me evasive answers, I should 
not feel confident that he was an 
efficient and clear-thinking person. 

Now, from the dentist’s point of 
view, it is pretty much the same 
story. If I were the dentist and | 
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were to recommend another den- 
tist, say a specialist, to my pa- 
tient, | would pick a man who I 
knew would make a pleasant im- 
pression upon my patient. After 
all, my choice would reflect upon 
me. | should not want my patient 
to doubt my good judgment and 
interest. 

I have sat in the lobby of my 
ofice building and watched the 
professional men as they passed in 
and out through the door. In most 
cases the dentist who has an es- 
tablished and growing practice 
could be distinguished from the 
rather unsuccessful practitioner by 
his bearing, expression, and pur- 
poseful stride. No shifty dubious- 
ness about him! No matter what 
the man is, professional or busi- 
nessman, these are some of the 
things that will make an impres- 
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sion upon his friends and acquaint- 
ances. 

Good service alone is not what 
the average patient can under- 
stand. Along with that he wants to 
feel that the dentist ‘can fill his 
needs and will take care of him 
personally. The way to make a 
patient feel this is to be a digni- 
fied, business-like, and yet friend- 
ly, person. Don’t let the strain of 
a wearing day show in your voice 
or attitude. This sounds like a 
large order, and it is, but it brings 
worth-while dividends. Show your 
confidence in yourself in your 
walk. talk, smile, attire, and com- 
plete manner. 

If your patients come to like 
you as a person, as well as to ap- 
preciate your ability—see if your 
practice doesn’t boom! 


868 Rose Building 
Cleveland 15, Ohio 


“"WHAT PRICE DENTISTS’ CHILDREN?” 


A RECENT STUDY’ was made by the Statistical Bulletin comparing the 
costs of raising children in the families of different income groups. 





The expenditures, to bring up a child to age 18 in the $5,000 to 
$10,000 income family, average about $16,335, according to the price 
levels of 1935-1936. This compares with a total of $7,760 in the $2,500 
income group. 

In the higher income group, it was found a smaller proportion of the 
total expenditures is required to feed the growing child. At the same 
time, the proportion spent on clothing and shelter increases slightly, 
while the expenditures for education, medical care, and transportation 
and recreation show the largest relative increases. In the $2,500 income 
group $297 was spent for medical care up to age 18 as compared to 
$846 in the $5,000 to $10,000 income group.—Journal of the Michigan 
State Dental Society. 





‘The Cost of Raising a Child in Higher Income Families, Statistical Bulletin, Washington, D. C.., 
(January) 1944. 
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Separation of Army Officers: 


In a recent discussion before the 
House of Representatives of the “Point 
System” of Army releases, Representa- 
tive Harness of Indiana stated that of- 
ficial War Department information re- 
vealed that essentiality in the Service 
will be the primary factor in the release 
of commissioned officers. Otherwise, the 
same factors which apply to enlisted 
men will apply to officers. Officers will 
be relieved from active duty in about 
the same ratio as enlisted men with each 
officer’s case being individual 
consideration. Age-in-grade regulations 
will apply strictly so that average of- 
ficers will be given preference for re- 
lease. 

In the European Theater of Opera- 
tions officers have been advised that 
their discharge will be governed by the 
following factors: 

1. Military necessity 2. Efficiency 
3. The expressed desire of the officers 
4. The Point Score. 


given 


Release From Service: 


According to a statement made on 
V-E Day by Major General Norman T. 
Kirk, Surgeon General of the Army, 
there is no immediate prospect for the 
release of Army Medical Department 
personnel. “Practically all officers and 
men in the Medical Department came 
in for the emergency,’ General Kirk 
said, “and so far as we are concerned 
the emergency is far from being over.” 

He pointed out that with the ending 
of the European war, physicians, den- 
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tists, nurses, technicians and other med. 
ical personnel will begin an even bigger 
job than they have been doing, since 
not only must they continue to care for 
the sick and wounded but they must 
handle the medical service connected 
with the redeployment of troops. Phys- 
ical examinations must be given to some 
3,500,000 soldiers before they leave 
Europe, and a goal of ninety days has 
been set for evacuating the sick and 
wounded to this country. When the 
load of the service in Europe is com- 
pleted the redeploying of medical per- 
sonnel and equipment must be handled, 

In this country, all soldiers prior to 
discharge from the Service will be ex- 
amined for diseases and physical de- 
fects and those whose condition necessi- 
tates a medical discharge will be given 
further treatment. Thus hospitals in 
this country will be operating at capac- 
ity and the need for medical personnel 
will continue for a long time. 


Instruction Courses Offered: 


Postgraduate professional training 
has been authorized for Army Dental 
Corps officers with priority given to 
those who have served overseas. This 
training is voluntary and provides about 
three months’ rotation in all phases of 
general dental service. Requests for the 
training must be initiated by the in- 
dividual officers. 

Hospitals in the various service com- 
mands have been designated to conduct 
the postgraduate courses, with not more 
than five officers being trained at any 


one hospital at one time, 
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PRIZE WINNING STORIES REPORT 
ON DENTAL LIFE 


DENTAL WRITERS have won more than $3000 in the monthly ORAL 
HycIENE contest in which the author who submits the best story each 
month receives a $100 award. 


Since the ORAL HyGIENE monthly competition was announced in 1943, 
dental officers, civilian dentists, dental assistants and dental hygienists 
have contributed many human interest stories reflecting dental life as 
they are experiencing it. 


Among the prize winning stories, we have published reports about 
dental officers who have become war heroes; the story of a dentist to 
circus animals; an odyssey of a dentist who traveled through the 
waters of Alaska giving dental service to the natives; the story of the 
only armless woman dentist; personalized account of Guido Fischer and 
local anesthesia; a dentist’s advice to colleagues who are working too 
hard; the personal experiences of a dentist-explorer in the jungles of 
South America; and the story of a dental officer who was rescued from 
a Japanese prison camp. 


Your own story may be just as interesting as any of those you have 
read in ORAL Hycrene. And you are the only one who can tell it! 


If you don’t have a gift for storytelling you may have practical sugges- 
tions for improving dental practice, for the wider distribution of dental 
service to the public, for a retirement program, or a plan to aid dentists 
who are returning from military service. 


Whatever your ideas about the future of dentistry are, we want to know 
about them. Tell us in 1500 words what your own plans are or what 
the dentists around you are thinking and talking about. Here are the 
rules to follow: 

1. Your article must have a dental angle. 

2. Set down your ideas in simple, direct, forceful language without 
literary flourishes. 

3. All manuscripts must be limited to 1500 words, typed, double- 
spaced, and accompanied by return postage. 


Send your story now! You may be the winner of the next $100 award. 
Mail your manuscript to: Edward J. Ryan, D.D.S., Editor, Ora Hy- 
GIENE, 708 Church Street, Evanston, Illinois. 
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Close, personal observation of medical setup reveals many 
defects. 


By ALBERT DEUTSCH 


I HAVE STUDIED the operation of 
the Veterans Administration over 
a period of five months. What I 
have seen and heard has disturbed 
me profoundly. As a journalist in- 
terested in health and welfare 
problems, I have long advocated a 
national health insurance program 
for the United States. But I would 
align myself with the most vocifer- 
ous opponents of such a program 
should it bear any resemblance to 
what I have observed in the Veter- 
ans Administration’s medical care 
program. 


*Digest of an article that appeared in the April, 
1945, issue of Medical Economics. The author, 
Albert Deutsch, is a feature writer for the New 
York newspaper PM. 


The Veterans Administration’ 
medical program—to whose bene- 
fits some 20 million actual and po- 
tential veterans will be entitled by 
the end of World War II—con- 
tains, in greater or less degree, 
nearly every defect that organized 
medicine considers inevitable in a 
government-administered medical 
care program. The quality of care 
in the hospitals is generally low— 
with some outstanding exceptions 
—and its physicians practice with 
in a framework of excessive bu- 
reaucracy and red tape, discour- 
agement of research, _ isolation 
from centers of medical activity. 
lack of incentive, and lay domine- 
tion. 

Two. types of veterans are cut 
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rently eligible for care or treat- 
ment: (1) those who have service- 
connected disabilities, (2) those 
with non-service-connected disabil- 
ities, who cannot afford private 
medical care and for whom vacant 
beds are available. Service-con- 
nected cases are entitled to hospi- 
tal, in-patient, and out-patient 
treatment; non-service-connected 
cases get the same care, minus out- 
patient treatment. 

The total budget for the fiscal 
year 1944-1945 amounted to 144 
billion dollars. In his budget mes- 
sage to Congress on January 9, 
1945, President Franklin D. 
Roosevelt recommended an appro- 
priation, for 1945-1946, of more 
than 2% billion dollars. While no 
accurate estimate is available as to 
how much of this will be expended 
for medical and hospital purposes, 
a rough guess places it at about 
one-tenth of the total. 

On January 9, there were 2,029 
physicians on the Veterans Admin- 
istration’s rolls. Pay of physicians 
ranges from $3,250 to $7,500. 
Highest medical office is that of 
medical director, a post held by 
Colonel Charles M. Griffith, with 


headquarters at Washington. 


Major Defects 


Now for some of the major de- 
fects I observed in the medical 
program of the Veterans Admin- 
istration during my survey: 

l. The medical and_ hospital 
care program occupies but a small 
part of the total picture. The top 
executives, from General Hines! 
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down, tend to regard their vast en- 
terprises as “businesses” and ap- 
pear to be too preoccupied with 
the business details of insurance, 
pensions, and other items, to pay 
much attention to medical matters. 
Yet just such lay officials control 
the medical program, and it is 
wholly dependent on their attitudes 
and decisions. 

2. The hospitals are notoriously 
isolated from the main streams of 
modern medicine—scientifically, 
geographically, and socially. 

3. The hospitals are, with few 
exceptions, physically beautiful 
and splendidly equipped. Generous 
provision is made for the physical 
comforts of patients. Yet the qual- 
ity of medical care is usually low. 

The backward Veterans Admin- 
istration discourages good medical 
men from going into its hospitals; 
it accepts new drugs and _ tech- 
niques of demonstrated value slow- 
ly and reluctantly ; it hinders medi- 
cal research. 

From the top down, the medical 
policy of the Veterans Administra- 
tion is under the rigid control of 
laymen. Further, the medical pro- 
gram is too centralized. There is 
little room for exercise of inde- 
pendent medical judgment. 

4. Medical men have urged re- 
peatedly that Veterans Administra- 
tion’s hospitals afhliate with medi- 
cal schools wherever possible. 
There is no such affiliation at pres- 
ent, nor are there any internships 





1Epitror’s Note: On June seventh President Tru- 
man announced the appointment of General 
Omar N. Bradley to head the Veterans Adminis- 
tration, 
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VETERANS’ HOSPITALS UPHELD BY HOUSE GROUP 


Several members of the Congress reported on the basis of a per- 
sonal survey of various hospitals of the Veterans Administration 
throughout the country that no evidence had been found to support 
the contentions of Representative Philip J. Philbin, Democrat of 
Massachusetts, and others, that “‘a scandal exists” in the treatment 





of wounded veterans 


the findings: 


as soon as possible. 





In conducting the congressional investigation of the veterans’ 
hospitals, Chairman Rankin authorized each member of the House 
Veterans Committee to function as a one-man subcommittee in 
checking the allegations of mistreatment. He gave this summary of 


“Nearly all the reports are in and they show that our veterans 
are receiving fine treatment and handling in their hospitals. 

“Some cases have been found where improvements are needed, 
and we shall take action to see that these situations are remedied 


“There has been nothing discovered, however, to bear out the 
charges made that shocking mistreatment is being given veterans.” 

The Veterans of Foreign Wars in a statement issued at the same 
time said that its recent survey showed that “it takes an average 
of 150 days after a man is killed before an award of pension or 
insurance payments is approved.”—The New York Times. 








or residencies in Veterans Admin- 
istration’s hospitals. 

This policy has been determined 
in large measure by the opposition 
of organized veterans’ groups, who 
express primitive fears that veter- 
ans might be regarded as “charity 
patients” to be turned over whole- 
sale to medical students for “ex- 
perimental purposes.” General 
Hines himself shares this suspi- 
cion. 

Arguments that hospitals are 
aided by university connections, 
that their medical staffs are stimu- 
lated and healthy medical compe- 


tition is thereby kept alive, that 
laboratories and other research fa- 
cilities are thus made available, 
and that experiments are ordina- 
rily performed on animals, not on 
human beings, have thus far had 
no appreciable effect in moving 
General Hines to reconsider. 

o.- There is an_ extravagant 
waste of medical skills in the hos- 
pitals. It is estimated that the aver- 
age physician spends one-third of 
his time in paper work. The full- 
time or part-time efforts of many 
physicians ostensibly assigned to 
out-patient duties are consumed by 
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examinations to determine whether 
a particular disability is service- 
connected or not, or by measuring 
the degree of disability in terms of 
pension ratings. Poor assignments 
sometimes lead to misuse of spe- 
cialists. 

6. There is an excessive amount 
of red tape in the Veterans Admin- 
istration’s system that harasses the 
medical man and often leads him 
to throw up his hands and quit. 
There is also far too much spine- 
bending to veterans’ pressure 
groups and other lay elements in 


SERVICEWOMEN WILL BE 
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matters of strictly medical import 
—such as deciding upon hospital 
admissions and discharges. 

7. Nearly all the physicians I 
interviewed agreed that the salary 
range for the Veterans Administra- 
tion’s medical men is too low and 
that advancement is often deter- 
mined by factors other than abil- 
ity. One physician told me: 

“The top positions are filled 
mostly with men who have stayed 
long enough, played ball, and nev- 
er crossed their superiors.” 


LOOKING FOR JOBS TOO 


(Continued from page 1189) 


She has not been home in seven 
years. Her home was in Venice 
Beach, California. Before joining 
the WAAF, Private Sissons worked 
as a dental nurse in Guildford, 
Surrey, but a dental nurse in Eng- 
land is not a dental hygienist. Pri- 
vate Sissons’ first thought on what 
she plans to do after the peace is 
return to the United States. “Once 
I get back to the States, I might 
be interested in working as a den- 
tal hygienist. I just don’t know. 
There are so many other types of 
jobs, I’m not certain that I want 
to spend all my working years as 
a hygienist.” 

Lack of enthusiasm for their 


old jobs shown by girls who were 
dental assistants or hygienists be- 
fore they entered the Service does 
not, of course, reflect the attitude 
of many girls who never had this 
training before joining the Army. 
Unexpectedly they have found 
themselves being trained to assist 
dental officers, a new experience 
for them that they have enjoyed. 
There may be many of these girls 
who will be eager to make use of 
the training they have received as 
WACs in a civilian dental office. 
These will be the best prospects 
for the dentists who are eagerly 
awaiting V-J Day. 


ORAL HYGIENE AWARD 


THIS MONTH’S $100 OraL HycIeNE award for the best feature pub- 
lished goes to Technical Sergeant Jean Castles, WAC, for the article 
SERVICEWOMEN WILL BE LooKkinc For Joss Too. 








By EARLE H. THOMAS, 
M.D., D.D.S.* 


Most OF THE types of disease 
which originate in other structures 
of the body also occur in the mouth 
or have mouth manifestations. In 
a large percentage of cases the 
pathologic change in the mouth 
is the first indication of such dis- 
ease. This is especially true of 
metal poisoning and other occu- 
pational diseases. 

As a consultant in mouth health 
and oral surgery to the Chicago 
Rapid Transit and other compan- 
ies, my records show that approxi- 





*Excerpts from a paper read at the annual meet- 
ing of the Central States Society of Industrial 
Medicine and Surgery. 


OUTH INFECTION 


A preventive mouth health program must be a function of a 
successful industrial health department. 


mately 98 per cent of employees 
examined harbored mouth infec- 
tion. Most of these employees 
mouths were supposed to be 
healthy; neither their dentists nor 
they having appreciated the signif- 
icance of the non-vital teeth, gum 
infections, or other diseases that 
were not causing pain or discom- 
fort. This high incidence of mouth 
disease applied to executives as 
well as to labor. 

The National Association of 
Manufacturers, in a recent survey 
of 1625 companies, employing 
around 500 each, reports that a 
health program resulted in a 47 
per cent reduction in accidents and 
occupational disease. The modern 
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point of view is to assure longer 
working years at increasing peaks 
of usefulness of employees by mak- 
ing available to them a complete 
preventive health service. In this 
connection it must be emphasized 
that no health service is complete- 
ly preventive if it ignores mouth 
infection. 

In 1916 Doctor Charles H. 
Mayo, of the Mayo Clinic, stated: 
“The next great advance in the 
prevention of disease, and that 
wherein dentists are so much in- 
terested, is the knowledge that 
chronic diseases, acute diseases, 
and special local diseases come 
from mouth infections in the ma- 
jority of instances.” 

Constant absorption of infection 
from teeth and mouth causes a 
gradual loss of physiologic func- 
tion of vital internal organs and 
other essential tissues through de- 
generation. An employee may be 
half sick and yet not aware of it. 
Of far more serious import than 
the production losses from ab- 
senteeism due to illness, are the 
production losses resulting from 
the fact that a large proportion of 
employees on the job are actually 
“sick” and are thus working at 
greatly lessened efficiency. Such 
workers are a safety hazard to 
their fellow employees as well as 
themselves. 


A Mouth Health Program 


If an industrial concern aims to 
make prevention of disease a real- 
ity, it should make its industrial 
health service complete by placing 
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full emphasis on prevention and. 
as one phase of that emphasis, it 
should provide a competent mouth 
health service. 

A large plant should have a 
properly equipped dental depart- 
ment manned by personnel suff- 
cient to examine each employee 
once annually. 

There are several functions tha 
should be performed by the dental 
department and it is assumed that. 
in the performance of these func- 
tions, there must be complete co- 
operation with the medical de- 
partment. 

(a) The primary function of the 
dental department is to provide a 
competent mouth examination 
service which will diagnose all 
mouth infection and obtain action 
in eliminating such _ infection. 
Whether or not the plant person- 
nel should perform the required 
service of eliminating mouth in- 
fection depends on the depth of 
interest of the plant management. 

(b) The second most important 
function of the dental department 
is health education of employees. 

(c) Yet another function is the 
care of traumatic surgical condi- 
tions of the mouth, teeth, and 
jaws. 

(d) An important function is 
the treatment of emergency dental 
lesions such as toothache, neural- 
gias, abscesses, and Vincent’s sto- 
matitis. 

(e) An additional function is to 
assure that the employee be di- 
rected to competent dental consul- 


tants. 





Conducted by W. EARLE CRAIG, D.D.S. 
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The Construction of an Anterior Bridge 
with Cuspids Inclined Mesially 
By BENJAMIN PERLOW, D.D.S. 
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BUCCAL VIEW 2 











LINGUAL VIEW 3 
















The type of case. Note 
that a considerable _ a- 
mount of bone has been 
lost where laterals and 
centrals were extracted. 


Using a disk, make a 
slight slice on the mesial 
of each cuspid. 





LINGUAL VIEW 4 

















LINGUAL VIEW «OD 


Plan cavity preparation on 
the lingual, and remove 
part of the enamel with 
a stone, 
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LINGUAL VIEW «6 











With a tapering bur, cut 
a groove just back of the 
slice shown in figure 2, 








Prepare cavity with a defi- 
nite margin following the 


outline determined in fig- 
ure 3, 


Using a No. 1 round bur, 
sink holes for 2 pins— 
one at cingulum, and one 
toward the distal near the 
incisal margin of the cavi- 


ty. 
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LINGUAL. VIEW 7 








LINGUAL VIEW 8 











LABIAL VIEW ~ 





Set Pinledge Pins in the 
holes already prepared. 


Wax up the inlay in the 
usual manner except to ap- 
ply hot spatula to the wax 
over each pin. Prepare the 
other cuspid in the same 
manner, Cast the inlays. 





Set the inlays in place, 
take impression, and de- 
termine the shade of 
teeth. Note that stock fac- 
ings on this type of case 
are usually too short, and 
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must be lengthened by 
adding porcelain exten- 
sions, 


SEE YOUR DENTIST! 


Q.—CLEANING and periodic examination of teeth are preventive meas- 
ures. Is my battalion medical officer correct in telling me I can’t have my 
teeth cleaned in the entire Theater of Operations?—Lieutenant J. A. J., 
Armd. FA Bn. 

A.—The Chief Surgeon, ETOUSA, answers your question as follows: 
“Dental officers and their equipment are busily engaged in operative 
dentistry, and unfortunately the opportunity of cleaning teeth for mili- 
tary personnel does not exist except in limited circumstances.”—The 
Editor, Stars and Stripes. 


IMPROMPTU DENTISTRY! 


IN A RECENT issue of Medical Economics, F. W. Krueger, M.D., gave 
the following report of an unexpected, painless dental operation: 
“While anesthetizing a patient prior to an appendectomy, I noticed 
that her four lower incisor teeth were wobbly. Assuming that some loose 
bridgework had been overlooked, I asked the nurse to remove it. Her 
firm grasp and quick yielded more than we had anticipated: Out 
came a false tooth and—attached to it—three of the woman’s own in- 
cisors, roots and all. Pyorrhea, of course—and a pronounced case; but 
no less pronounced than my own embarrassment!” 











ee 


Editorial Comment 











**Give me the liberty to know, to utter, and to argue freely 
according to my conscience above all liberties."” John Milton 


COMING HOME TO WHAT? 


WITHIN THE next few months hundreds of dental officers will be re- 
turning to civilian life. They will be coming back at the time of the 
transitional depression that has been predicted by some economists and 
by many seers. The shift from war to civilian production will produce 
some unemployment and economic disharmony. This stage should be 
short-lived and marked prosperity should come with the return to the 
production of consumers’ goods. The returning dentist, however, with- 
out an office, without equipment, and without a practice, may expect 
some difficulties between the time of his separation from the Service and 
the upswing in prosperity that will come with full-scale peacetime busi- 
ness. 

One of the organizers of the American Veterans Committee, Charles 
G. Bolté, writing in Harper’s Magazine’ describes the veteran from the 
professional class as follows: “Lawyers who maintained offices of their 
own came home to find their practices gone and their offices occupied; 
doctors and dentists met the same situation. This group faces one of the 
most difficult readjustment problems; in a situation involving seemingly 
insuperable legislative questions, they must depend on the loyalty of 
their clients and the helpfulness of their professional associations for 
a solution.” 

The American Dental Association? recently published the results of 
a survey made among dentists in the armed forces. Of those reporting 
90 per cent indicated their intention to return to private practice. How- 
ever, only 62 per cent expected to return to their former communities. 
Twenty-five per cent expressed an interest in group practice, whereas 
70 per cent said that they were interested in postwar training. These 
responses are significant. They suggest that American dentists still 
favor the institution of private practice although one-fourth of them 
have learned from their military experience that group practice has 
hitherto unexplored possibilities in civilian life. Furthermore, if 70 per 


1Bolté, C. G.: The Veterans’ Runaround, Harper’s Magazine 190:385 (April) 1945. 


2Camalier, C. W. and Altman, Isidore: Postwar Plans of Dentists in Service: 1. General Findings, 
J.A.D.A. 32:568 (May) 1945. 
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cent of the 20,000 in military service are interested in postwar training 
it suggests that dental schools and dental organizations must be pre- 
pared to offer courses to about 14,000 dentists. That is a stupendous 
undertaking. The results of the American Dental Association study are 
in agreement with an earlier study made by OraL HycieEne’*. 

How well prepared are civilian practitioners to be helpful to colleagues 
returning from military service? In the case of shortages of office space 
and equipment are they willing to share their facilities? Are dentists in 
practice generally disposed to suggest to patients that they return for 
treatment to their former dentists? The men in Service have no illusions 
on this subject. They doubt if many patients will be returned by the 
voluntary action of their present dentist. 

How well prepared are dental organizations and dental schools? 
There have been hundreds of words written and spoken on the sub- 
ject but little or nothing produced in the form of a definite plan. What- 
ever kind of helpful project is to be undertaken by dental societies 
must be at local and community levels. The American Dental Associa- 
tion might set up a master plan suggesting what kind of general pro- 
gram should be offered by dental societies. The Association of Dental 
Schools might do the same. The actual execution of the plan, however, 
should be done at local levels by local dental leaders who understand 
local conditions. Regardless of how well developed and detailed a na- 
tional plan might be it would be no better than the local leaders who put 
it into effect. Dentists returning from military service should expect 
their city and state societies and their regional dental schools to plan 
courses. In dental circles there is too much of a tendency to look to 
the national organization for the solution of all our problems. The 
same tendency is to be observed among citizens who expect all remedies 
and reforms to flow from Washington. Citizens and dentists should be 
urged to accept community responsibilities. 

The young dentist who has never practiced will leave the military 
service to face an experience entirely unlike anything he has ever known. 
He has been indoctrinated by regimentation and the impersonal rela- 
tionship. If he is to succeed in private practice he will have to learn the 
meaning of personalized service. The older dentist with experience in 
private practice will be returning to familiar ways, but he will be haunted 
with the uncertainties of re-establishing practice and adjusting his life 
to the pattern of civilian affairs. These dentists will be glad to be home. 
We should make it plain that we are glad to have them back. 


CGanard f Cyan 


‘Editorial: Dental Officers Speak Their Minds, Orat. Hycrene 34:1288 (August) 1944, 
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QUIZ X 


- Which one of the following metals is not in dental gold solders, 


(a) gold, (b) silver, (c) copper, (d) base metal alloy, (e) palla- 
dium? 


. A solution for desensitizing dentine for cavity preparation (con- 


sisting of thymol, ethyl alcohol and sulphuric ether) was suggested 
by (a) Hartman, (b) Williams, (c) Steadman? ............0e8. 


. Posterior teeth for artificial dentures are numbered 28, 30, 32, and 


34. What do these numbers mean? .....ccccccccccccccecccecs 


. The average normal bite of a patient is (a) 125 pounds, (b) 150 


potas; 4c) TTD GOR, oc onic coc cicvwnieadode ewedondebonnin 


. The apical foramen in adult teeth is formed by (a) cementum, 


i I EOP GRRE . oo sho nin ks cas d0es ene eeeeeneaeee sae 


. True or false? In cancer of the mouth pain usually does not become 


marked except in the advanced stage when there is surface ulcer- 
ation 


. The first dental society in this country was “The Society of Surgeon 


Dentists of the City and State of New York,” founded on (a) De- 
cember 3, 1814, (b) December 3, 1824, (c) December 3, 1834?.... 


. A suspended member of a fixed partial denture is called (a) pontic, 


i is as) we ik os ok beh edhe date 


. Tumors in the mouth appear on the roentgenogram as (a) radi- 


opaque (white) areas, (b) radiolucent (dark) areas, (c) either 
radiolucent or radiopaque areaS? ..........e cece cece cee ceeene 


A crown composed of a porcelain facing and a coping which are 
held together by solder or an intermediary casting is called a 
crown? 





FOR CORRECT ANSWERS SEE PAGE 1220 
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By RAUL CAPURRO* 





IST IS A WOMAN 





A dental patient gives his impres- 


sions of women dentists. 


SincE I cAME to the United States 
early this year I have not met any 
man who would consider going to 
a woman dentist for service, ii 
there is a man available. This 


seems strange to me because in 
Uruguay we do not think of den- 
tistry as a profession in which a 
man is more skillful than a woman. 
From my own experience I should 
say that we now accept them on an 
equal footing. 
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Four years ago the dentist who 
cared for my teeth since my child- 
hood closed his office to devote all 
of his time to his new position as 
Dean of the Dental College of 
Montevideo. I then asked myself, 
“Why shouldn't I go to Tina for 
dental service? Why wouldn't she 


*(Translated by Marcella Hurley). Senor Capurro 
of Montevideo is the Managing Editor of Mundo 
Uruguayo, the outstanding weekly magazine of 
Uruguay. He is spending six months in the United 
States at the invitation of the State Department 
to study journalistic methods in this country. 












































ee a ee 





1214 ORAL HYGIENE 


be able to give me as good care as 
any other dentist?” In profession- 
al life, Tina is Doctor Margarita 
Borche Costa, professor of dental 
esthetics in the Dental College of 
Montevideo. In private life, she is 
married to a professor of history 
and is the mother of two children. 
Moreover, she is an artist and last 
year exhibited a collection of 
paintings that were well received 
both by the public and the critics. 
I had known Doctor Costa for 
many years although I had never 
visited her dental office. After my 
first visit to her office I had con- 
fidence in her and I[ have been well 
satisfied with her method of pro- 
cedure through the years. 

I am not an expert in the sub- 
ject of dentistry so I cannot say 
if she and her women colleagues 
(who are numerous in Uruguay) 
are as competent as men in all 
branches of dental service. But I 
see no reason why they should not 
be. They have as much interest 
as men in their profession in most 
cases, for it is rare that a girl who 
spends several years preparing 
herself for a profession practices 
only for a short time. Insofar as 
the technical capacity for extract- 
ing a tooth or executing a compli- 
cated operation is concerned, I 
don’t believe that there is any 
reason why they should be inferior 
to men as these services do not re- 
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quire any quality that is specifi- 
cally masculine. They demand skill 
rather than strength. I have seen 
my dentist extract teeth without 
any more effort than. a man, and | 
know that the patient experienced 
no more pain. 

So far as my dentist is concern- 
ed I am convinced that she can 
handle any emergency that may 
occur. She is extremely careful 
about every detail of the condition 
of my teeth and gums, and takes a 
special interest in the esthetic re- 
sults of her service. I believe that 
in these two points, scrupulous at- 
tention to details and to esthetics, 
women dentists have a decided ad- 
vantage over men. On the other 
hand, it may be that some men are 
superior when an effort of intel- 
lectual creativeness is necessary, as 
in the diagnosis of a difficult case. 
But, in general, I believe that 
women can be as good dentists as 
men. 

In the United States, I under- 
stand that the number of women 
dentists is small in proportion to 
the men, which indicates to me 
that not even the women them- 
selves believe they are competent 
to discharge the duties of the den- 
tal profession. If they continue to 
hold to this belief, it will be diff- 
cult for the public to develop con- 
fidence in them. 
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Please communicate directly with the Department Editors, V. Clyde Smedley, 
D.D.S., and George R. Warner, M.D., D.D.S., 1206 Republic Building, Denver, 
Colorado, enclosing postage for a personal reply. 


Black Stain 


Q.—I have a young patient, a boy, 
who is now about eight years old. I 
have been taking care of him for the 
past four or five years. He is an average 
child in normal health, and the condi- 
tion of his teeth is good. 

Around the gingivae of his teeth, 
both labially and lingually, there ap- 
pears a black stain, which is readily 
removed by painting with iodine and 
using pumice on a small brush. This 
same condition exists in his permanent 
teeth. He comes to my office regularly 
and I clean his teeth, but within a week 
or two this black substance again ap- 
pears. It is an unsightly condition and I 
should greatly appreciate advice on this 
matter.—D. S., Illinois. 


A.—We have received letters 
from time to time in relation to 
black stain and we have replied 
that we have had a few such cases 
but that we were not sure of the 
cause. We have thought in some 
cases that it was the result of a 
leafy vegetable diet and in some 
cases of a high protein diet, but 
we have not had enough cases in 
either instance from which to 
draw worth-while conclusions. 

The INDEX OF THE PERIODICAL 
DENTAL LITERATURE lists an article 
by C. E. John in the New Zealand 
Dental Journal in 1911, entitled 
DISCOLORATION OF TEETH AND ITs 
TREATMENT. The INDEX lists 
“Stains on Teeth” as a subject. 
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from 1916 to 1932, but no articles 
appear under that title. THE 
AMERICAN SYSTEM OF DENTISTRY, 
Lea Brothers & Co., 1887, speaks 
of green stain as a cryptogram or 
lichen which forms in the enamel 
cuticle before 15 years of age. 
FE. C. Kirk treats of green stain in 
Moutu Hyciene, Fones, Lea & 
Febiger, 1916, but he does not 
discuss the type of stain of which 
you speak. However, he says that 
green stain on the tooth surface is 
removed readily by the application 
of iodine and the subsequent use 
of polishing powder. You might 
try this treatment on your cases. 

THE AMERICAN TEXTBOOK OF 
OPERATIVE DeNnTistTRY, Ward, Lea 
& Febiger, 1926, Page 636, speaks 
of “superficial organic stains from 
foodstuffs, especially fruit .... ” 

McGehee! lists stains on teeth 
as: 

1. Green stains in the mouths 
of children. 

2. Chromogenic stains, green, 
brown or reddish. 

3. Tobacco, tea, 
medicinal stain. 

From this dearth of material in 
the literature one must conclude 
that this condition is not common 
or is not considered of enough im- 


coffee, and 


IMcGehee, W. H. O.: Textbook of Operative 


Dentistry, P. Blakiston’s Son and Co. 
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portance to investigate-—GEORGE 
R. WARNER. 


Temporary Bridge 

Q.—In the case of a 16-year-old boy 
with both upper central incisors miss- 
ing and the rest of his teeth in good 
condition, what would you recommend, 
a removable or fixed bridge?—D. S. L., 
Kansas. 

A.—Either a temporary fixed 
bridge supported by orthodontia 
bands on the laterals or a palate 
fitting partial denture should be 
worn by this boy until he is at 
least 20, before cutting into the 
laterals to prepare them as inlay 
or %4 crown bridge abutments. 
When this is done pin inlays are 
preferable to °4 crowns in our 
opinion.—V. CLYDE SMEDLEY. 


Rampant Caries 


Q.—I have a patient, a girl, 14, with 
rampant caries. If she were older, I 
would unhesitatingly extract all the 
upper teeth and construct a full den- 
ture. The only sound upper teeth she 
has are the left first molar and first 
bicuspid and the right first molar. Even 
these are “chalky” at the cervical mar- 
gins. With the exception of the teeth 
mentioned, virtually all would require 
devitalization and there are at least 
three that have abscesses. 

What do you advise in this case?— 
E. S. K., Pennsylvania. 


A.—In cases of rampant caries 
one should have a Lactobacillus 
acidophilus test made at first. This 
you can have done at the Uni- 
versity of Michigan Dental School. 
When they have made the test 
they will advise you what to do 
about the diet, which will have a 
marked influence on preventing 
new caries. For the teeth with the 
“chalky” appearance at the cervi- 
cal margins treatment with sodium 
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fluoride is indicated. In fact it 
would be well worth while to use 
the fluorine treatment for the 
whole mouth as advised by Chey. 
ne.” Naturally the teeth whose 
pulps are devitalized or diseased 
will have to be removed.—GEORGE 


R. WARNER 


Roofless Dentures 


Q.—Recently I repaired a vulcanite 
denture made by another dentist. It 
was roofless and was giving this patient 
complete satisfaction although his 
ridge was virtually nonexistent. 

I have tried making roofless dentures 
under the most advantageous condi- 
tions, a good ridge present and prom.- 
inent tuberosities with some soft tis- 
sue lingual to the ridge, but they have 
always been failures, and I had to 
make them over, filling in the vault. 

I hear so much about roofless den- 
tures, patients ask for them, and other 
dentists seem to have success with 
them. What is their secret?—A. C. F., 
Michigan. 


A.—There is no especial mys- 
tery or difficulty about making 
roofless dentures in the rare in- 
stances that they are indicated. | 
always advise patients against 
them and charge an extra fee for 
them and, therefore, am not called 
upon to make one often. 

The argument against them is 
that the less area covered by the 
denture results in greater stress 
upon the smaller area, with the re- 
sult that there is more rapid re- 
sorption. This necessitates more 
frequent rebasing and ultimately 
a less favorable foundation for 
denture support. The only justifi- 





2Cheyne, V. D.: Human Dental Caries and Top- 
ically Applied Fluorine—A Preliminary Report, 
J.A.D.A. 29:804 (May) 1942. 
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cation for resort to a roofless den- 
ture is the rare case in which gag- 
ging persists despite a firm adap- 
tation of a regular denture across 
the postdam area and a deter- 
mined effort on the patient’s part 
to accommodate himself to this 
fitting. 

The method for making roof- 
less dentures described by Doctor 
L. A. Hawkes, Pittsburgh, Penn- 
sylvania, in THE DENTAL DicEst,* 
September, 1933 will give satisfac- 
tory results. The important thing, 
whether you follow this particular 
procedure or not, is to impress the 
border somewhat into compressi- 
ble tissue along the palatal side of 
the ridge and across the heels. Re- 
duce the width of the seal across 
hard areas to a narrow line, in- 
creasing it where tissue is more 
compressible; and also, of course, 
provide a careful muscle trimmed 
seal around the buccal and labial 
surfaces. Next it is important that 
the teeth be set over the ridges in 
balanced occlusion with the heavi- 
est contact on the lingual cusps.— 
V. CLYDE SMEDLEY. 


inflamed Gingivae 


Q.—Some years ago a woman came 
to me wearing vulcanite dentures. The 
soft tissues were bright red under the 
upper denture but not so much under 
the lower. She said her mouth burned 
all the time and I can well believe it. 
I thought her condition was caused by 
the rubber and I made her another set 
of dentures using acrylic. That was 
three years ago and today she came in 
with her mouth in the same condition 
that it was when I first saw her. She 





‘Hawkes, L. A.: Roofless Dentures, THe Denrar 
Dicest 39:326 (September) 1933. 
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has been to her physician but he does 
not seem to help her. 

I am wondering if there is anything 
you can suggest that will help me out. 
If there is, I shall certainly appreciate 


it—G. S. E., Ohio. 

A.—I would suggest that this 
woman go entirely edentulous for 
two or three weeks or until her 
mouth tissue has been restored to 
normal, i would then make im- 
pressions and fit her mouth with 
new dentures with a highly pol- 
ished metal base. It is important 
that a smooth surface be provided 
for tissue contact and that the den- 
ture be scrubbed frequently and 
kept scrupulously clean. — 
V. CLYDE SMEDLEY. 





Radiolucent Area 


Q.—I am enclosing roentgenograms 
of the lateral incisor and cuspid area 
of a man ahout forty-five years of age. 
The lateral” incisor he had had ex- 
tracted several years ago, and he says 
there was a fistulous opening on the 
lingual surface which cleared up after 
extraction. 

It looks like a residual area on the 
left, but I am in doubt as to the exact 
location. Would you make the flap on 
the lingual or labial surface in remov- 


ing this?—P. D. F., Nebraska. 

A.—I am glad to have your 
letter and the roentgenograms of 
your case. I have had several sim- 
ilar cases in my own practice and 
one of the late Doctor Chalmers 
J. Lyons. Doctor Lyons warned 
his patient not to let anyone open 
into her apparently cystic area 
because, as a matter of fact, it 
was not a cyst. He had enucleated 
the cyst but instead of bone build- 
ing back into the area it had filled 
with nonpathologic fibrous tissue 
which gave a_ radiolucent 





ap- 
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pearance in a_ roentgenogram. 
I am quite sure your case is in 
the same class and if you roent- 
genograph it from year to year it 
will have the same appearance. I 
have a case in which the radiolu- 
cent area is adjacent to a maxil- 
lary cuspid and it has not changed 
in twenty-five years. The cuspid is 
still normally vital. So I should 
advise you to do no operating for 
your case.—GEORGE R. WARNER. 


Procaine Reaction 


Q.—Recently a man 39 years of age 
came to me for the removal of the 
upper right infected first molar roots, 
abraded second and third molars, and 
both lower central incisors. The ex- 
tractions were simple. After inserting 
a sulfathiazole tablet in each socket, I 
dismissed the patient until the follow- 
ing morning. 

hen he returned he related the 
following: At 9:00 p. m. the day of 
the extractions, he discovered he could 
not get his breath, although his nasal 
passages and throat were clear. He was 
gasping for air until midnight when he 
was rushed to a hospital. He was given 
an adrenalin injection. After several 
hours of rest he awakened feeling nor- 
mal again. Physicians made a thorough 
examination and found him to be in 
excellent physical condition. 

Several days later he came back to 
me for further extractions which I re- 
fused to do until he visited his private 
physician for another checkup. 

His physician informed me that his 
heart and blood pressure were normal, 
he never had asthma or any other 
ailment, but ventured a guess that he 
may have suffered an angiospasm due 
to the procaine solution. He advised a 
general anesthetic for the extraction of 
the remaining teeth. 

The patient advises me he has had 
other teeth removed with the use of 
procaine. 

Do you think I should discontinue the 
use of procaine on this patient?—M. S., 
New York. 
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A.—Your case is most inter. 
esting and somewhat puzzling. 
However, I suspect it was a psy- 
chic reaction, considering the re- 
port from the physical examina- 
tion. Your patient probably had a 
bacteriemia with perhaps spasm of 
the diaphragm. This frightened 
him and he became hysterical. 

I should not be the least hesi- 
tant about using procaine for any 
subsequent operations. The only 
untoward results we have ever had 
in the use of procaine were from 
the adrenalin content or from a 
psychic reaction, — GEoRCE R. 
WARNER. 





Flabby Tissue 


Q.—I have a patient, a man, whose 
upper ridge is flabby. He has worn 
dentures for about five years and says 
this tissue has always been this way. 

In your opinion what is the cause of 
this condition? Is there any way to 
strengthen the tissue? 

Should a metal denture be used? 
What material should be used to ob- 
tain a good impression? 

His lower jaw protrudes. How should 
the anterior teeth be set up, end to 
end, or inside of the lower anterior 


teeth?—A. A. H., Connecticut. 





A.—When the tissue in the an- 
terior part of the maxilla is flabby 
it has usually been caused by trau- 
ma. This often results from the 
upper denture occluding with low- 
er anterior teeth that have been 
retained after the lower posterior 
teeth were extracted. In such a 
case the only way to secure a firm- 
er base is to remove this flabby 
tissue surgically, which often | 
think is of questionable benefit. 

I believe in most such cases it 
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is best to make a mucostatic im- 
pression of this soft tissue and 
allow it to remain to help provide 
support and retention of the den- 
ture. 

An impressjon can be made, 
without compressing or distorting 
this soft tissue, by taking a plas- 
ter wash impression in a modeling 
compound lined tray with the 
compound cut entirely away .over 
this flabby tissue and with a good- 
sized hole or several holes cut 
through the tray to permit the free 
escape of the soft plaster wash im- 
pression material. 

In such a case as you have de- 
scribed it is usually best, I feel, to 
set the lower anterior teeth slight- 
ly anterior to the upper teeth.— 
V. CLYDE SMEDLEY. 


Mandible Subluxation 


Q.—Kindly send me a list of all of 
the causes of subluxation of the man- 


dible—J. K., New York. 

A.—Doctor Sterling V. Mead‘ 
gives the following answer to your 
question under Etiology: “Dislo- 
cations of the condyle may be 
caused by the forceful opening of 
the mouth in laughing, yawning, 
vomiting, dental operations, inser- 
tion of mouth gags, or from trau- 
ma.” 

While this would seem to an- 
swer your question specifically, I 
can say that we have had a num- 
ber of cases of subluxation from 
loss of mandibular molar teeth. 
The condition is usually the re- 
sult of loss of the teeth on one 





‘Mead, S. V.; Oral Surgery, The C. V. Mosby 
Co., 1933. 
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side although it may be from bi- 
lateral loss. 

If you would like to go into 
the subject more deeply, I can re- 
fer you to Goodfriend® and 
Maves.®°—GeEorcE R. WARNER. 


Myasthenia Gravis 


Q.—A woman about forty-two years 
old complains of not being able to 
masticate her food with any vigor. She 
has had no loss of muscle tone in any 
other area. This condition has developed 
within two months and she has no 
record of any previous disturbances 
such as surgery or extractions. I should 
appreciate. your advice.—H. P. S., New 

ork. 

A.—Muscular weakness, known 
as myasthenia gravis, often starts 
in the muscles of mastication. It 
is, therefore, important that your 
patient have a thorough physical 
examination, for if she has myas- 
thenia gravis treatment should be 
started as soon as possible. — 


GEORGE R. WARNER. 





Discolored Teeth 


Q.—A patient, age 22, came to me 
recently with a complaint that his teeth 
were changing color, becoming “spotty” 
and yellow in appearance. The patient 
testifies that whenever he has a cold, 
this color change occurs. Could you 
explain this strange phenomenon?—P. 


E. S., California. 

A.—I have a woman patient 
who claims that her teeth vary in 
shade from day to day or because 
of how she feels. 

This is the only such case of 








5Goodfriend, D. J.: Symptomatology and Treat- 
ment of Abnormalities of the Mandibular Articu- 
lation, D. Cos. 75 :844-852 (September), 947-957 
(October), 1106-1111 (November) 1933. 
6Maves, T. W.: Repositioning of the Mandible 
Relative to the Temporomandibular Joint, Cor- 
recting Cases of Subarthrosis and Dysarthrosis, 
J.A.D.A. 20:763 (May) 1935. 
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which I have ever heard and | 
have been of the opinion that this 
particular person is a neurotic 
with an unreliable imagination.— 
V. CLYDE SMEDLEY. 


Throat Abscess 


Q.—I have a woman patient about 
sixty-eight years old for whom I con- 
structed an upper full acrylic denture. 
At no time has her denture needed any 
adjustment and she was a satisfied pa- 
tient. 

The other day when she came to 
my office she had a large swelling in 
her soft palate which was ready to be 
lanced and drained. She had a heavy 
cold and said she noticed the swelling 
at the onset of this present cold. She 
has had a history of a sinus condition. 


I diagnosed the swelling as an ab. ~ 
scess and referred her further to an — 
eye, ear, nose, and throat specialist, © 
He also diagnosed it as an abscess and 
told her it resulted from her upper © 
denture. | 

This I cannot accept since the den. 
ture, during the five years she had ~ 
been wearing it, had never caused any 
pressure spots, nor in any way irti- 
tated or broken the mucous tissue. 

From this description, do you think 
that the denture was at fault?—C, A. 
B., Illinois. 


A.—I agree with you that it 
does not appear possible that this 
throat abscess could be caused by 
the upper denture that has been 
worn for five years with entire 
comfort.—V. CLYDE SMEDLEY. 


SO YOU KNOW SOMETHING ABOUT DENTISTRY! 
ANSWERS TO QUIZ X 
(See page 1212 for questions) 


1. (e) palladium. (Tylman, S. 
D.: Crown and Bridge Pros- 
thesis, C. V. Mosby, page 686) 

. (a) Hartman. 

. These mold numbers equal the 
combined mesiodistal width 
of the upper two bicuspids 
and two molars. (Miller, R. 
G.: Synopsis of Full and Par- 
tial Dentures, C. V. Mosby, 
page 111) 

4. (c) 175 pounds. (Tylman, 
S. D.: Crown and Bridge 
Prosthesis, C. V. Mosby, page 

163) 

5. (a) .cementum. (Kronfeld, 

Rudolf: Histopathology of the 


Ww bho 


Teeth and Surrounding Strue- 
tures, 2nd Edition, Lea & Fe- 
biger, page 216) 
6. True. (Thoma, K. H.: Oral 
Diagnosis and Treatment Plan- 
ning, 2nd Edition, Saunders, 
page 347) 
(c) December 3, 1834. (Tay- 
lor, J. A.: History of Dentist- 
ry, Lea & Febiger, page 175) 

8. (a) pontic. 

9. ‘(c) either radiolucent or ra- 
diopaque areas. (McCall, J. 0. 
and Wald, S. S.: Clinical Den- 
tal Roentgenology, Saunders, 
pages 243-255) 

10. Richmond crown. 


~] 























Now Available! 


Diamonds cut faster w#th less 
heat...they ease the strain 
on your nerves and those of 
your patient. They make it 
possible for you to take care of 
more people with less fatigue. 


From an economic stand- 
point they more than pay 


their way. From a service 
standpoint they are priceless 
..- because they can stretch 
your badly needed time, 
enabling you to do more for 
more people. 

Pfanstiehl Diamond Den- 
tal Tools have stainless steel 
shanks and will not rust or 
corrode. - 


Ask 
Your 
Dealer 

















“Mabel, who broke that chair in the 
parlor last night?” ) 

“It just collapsed all of a sudden, 
Dad, but neither of us was hurt.” 


* 


“How long have you worked for your 
present boss?” 

The applicant for work gulped and 
said, “Why, er, ah, ever since he 
threatened to fire me.” 

* 

Gwendolyn: “I had a date with a 
general last night.” 

Madeline: “Major general?” 

Gwendolyn: “Not yet.” 

7 

War does not determine who is right 

—only who is left. 
* 

There is an island near the Japanese 
coast named Haha. Let’s. save that for 
the last laugh. 

* 

The man who invented slow motion 
movies got his idea while watching a 
Scotchman reach for a restaurant check. 

* 

Stude: “I’m indebted to you for all 
I know.” 

Prof.: “Oh, don’t 


a mere trifle.” 


mention such 


* 
Irate Wife: “I want an explanation 
and I want the truth.” 
Husband: “Which do you want first?” 
* 
A philosopher is a guy who can look 
an empty glass in the face and smile. 





In the days of the ’Forty-Niners, in 
California, a Scotsman who maintained 
the reputation of his brethren for thrift, 
made a moderately rich strike and came 
to town on a Saturday night to cele. 
brate. 

Under the mellowing influence of al- 
coholic beverages he finally staggered 
to the bar and in a loud voice called: 
“When I drink, everybody drinks!” 

With a grand gesture, he summoned 
all to join him—customers, waiters, 
singers. Everybody took a drink. Then 
Sandy incredibly ordered again. “When 
I take another drink,” he said woozily, 
“ev’body takesh ’nother drink.” So again 
all gathered round. 

As he finished his second drink, 
Sandy cautiously took a dollar from his 
pocket, slapped it on the bar. 

“When I pay,” he said 
“ev’ybody paysh!” 


* 


Dancer: (a little rusty) “This floor 
is so slippery that one can hardly keep 


thickly, 


on your feet.” 

Partner (sarcastically) : “Oh, did you 
really mean it? I thought it was act: 
dental.” 


* 


This manpower shortage is _ really 
coming to a crisis. Our neighbor’s boy 
was recently enticed to the window by 
a companion who inquired, “Hey, Bill, 
ain’t you comin’ out t’ play?” 

“No,” said Bill, regretfully. “I can't 
make it. I have to stay in and help Dad 
with my homework.” 
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Vhen “MY PET PATIENT,” writes Dr. G. B. S., “‘con- 

ily, siders himself a Wolf. My curvaceous assist- 

gain ant has so far turned all his advances into 

rink, retreats, but though often rebuffed he is 

es never discouraged. 

k ew ' 

a ‘When not making passes, however, he 
shows a surprisingly high I. Q. Told that only 

as one dentifrice contains sodium ricinoleate to 

cep peptize the adherent mucin and make it more 
readily removable with a brush, he said, 

you 

_ “ That’s Detoxol, the dentifrice | always use.” 

ally 

boy 

by 

il | 
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Trademark “Detoxzol™ 


Reg. U. 8. Pat. Off. 





THE WM. S. MERRELL COMPANY, 






CINCINNATI, U. S$. A.. 
















As indicated by the six arrows, this 
case is positively braced against lateral 


motion in both directions. 
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T he problem of designing this lower partial was complicated by the peg-shaped right 
cuspid which has no natural retention. Following out Surveyor System principles as explained 
in the Ney Surveyor Book, this difficulty was overcome by giving the model a right later 
tilt in addition to a posterior tilt. This produced retentive undercuts on the labial and distal 
of the peg-shaped cuspid, making it possible for a ‘Back-Action Clasp to function properly. 
Because of the abnormal: lingual drift of the left second bicuspid, a ‘“‘reverse’’ rather than a 
regular Back-Action was indicated. 
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The arrows indicate the eight points of 
definite retention against dislodgment 


of the denture. 
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We will be glad to send copies of the Ne 
Surveyor Book and the Ney Partial Dents 
Book on request. 
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Six occlusal rests support the denture 


against movement tissueward. 


co 


molar to a Ring Clasp indication. 


This combination of anterior clasps does not provide sufficient bracing against lateral move- 
ment to the left, but this is taken care of by the added vertical strut and rest on the first 
bicuspid, plus the continuous lingual clasp. The right lateral tilt straightens up the right 
nolar so that it presents a #1 Clasp indication, and increases the lingual tilt of the left 


@ The difficult clasping conditions presented by this case are ideally suited to the special 
qualifications of Ney partial denture golds—strength, toughness and resiliency. 




















NEY-ORO G.-3 


Unit price $2.00 per dwt. 


PALINEY #* 4 


Unit price $1.25 per dwt. 





THE J. M. NEY COMPANY 
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HARTFORD 1, CONN. 
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DENTURE 
GOLDS 


QUALITY IN MATERIALS TO 





MATCH EXCELLENCE IN DESIGN 
















Dentists shouldn’t be 
bothered— 


by these common discomforts 





SORE, CHAPPED HANDS can be a nui- 
sance, but just try using Noxzema! 
It soothes, softens the rough dry- 
ness, helps heal the tiny ‘‘cracks.”’ 


BURNING FEET. Greaseless Noxzema 
vanishes almost at once, doesn’t stain 
socks; brings grand, cooling, sooth- 
ing relief to tired, burning feet. 





SHAVING IRRITATION. Noxzema 
Specially Prepared for Shaving! See 
how it softens tough beard, soothes, 
helps protect tender skin. 





SCORES GET QUICK, 
SOOTHING RELIEF 


this easy way! 


e@ Medicated Noxzema has brought 
thousands quick, soothing relief 
from common, externally-caused 
skin irritations. Try it for painful 
chafing, minor insect bites, too! For 
your information, Noxzema is 4 
modernization of Carron Oil, forti- 
fied by adding Camphor, Menthol, 
Oil of Cloves and less than 2% of 
Phenol in a greaseless, solidified 
emulsion. Its reaction is almost 
neutral, the pH value being 7.4. 
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The Pelton Lift and 
Hydraulic Cover Release 


% . esr in, poe», 
ae eae 
ee 


@ Down goes the Pelton pedal . . . Cover lifts 
. . » Tray rises to fill opening. Then your toe 
touches release button . . . Tray sinks steadily 

. Cover lowers gently . . . Closes. 

No noise, no jerk, no spatter, no bump! It’s 
amazing —fascinating. | 
_ One more difference between Pelton and other 
sterilizers—one of the many differences which 
contribute to the deep satisfaction of Pelton 
Sterilizer owners SvEryroiners 


THE PELTON & CRANE CO., 632 Harper Ave. 
Detroit 2, Mich. 
Established 1900 
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= sense (and a firing squad) would prevent this from ever 
happening . . . but what about patients who unknowingly “sandpaper” 
expensive dentures by harsh cleaning methods? e Farsighted dentists 
prevent this by recommending Wernet’s Dentu-Creme and Dr. Wernet's 
Plate-Brush. Dentu-Creme is designed specifically for clean- 
ing artificial teeth. It’s safe to use on the most delicate 
of denture materials ...and cleans quickly an 
thoroughly. Dr. Wernet’s Plate-Brush, with 
wired-in natural bristles, divided tufts, 
and rigid handle, is built to pro- 
vide highest cleansing effi- 
ciency. e Available at 
oll drug stores. 


WERWNET’S Dentu-Creme 
DR. WERNET’S Plate Brush 
125-G 
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DENTAL PLATE GRUSH" 
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Only place to correctly measure den- 
ture color is IN THE MOUTH. 


ears ago, Kerr Research established this principle. On its sound 
ommon sense is based the color formula which makes the new Kerr 
rystolex 102 so outstanding a match for normal mouth tissue. 


Dry and in a strong light, a Crystolex 102 denture may seem less 
vid than you expect. And it is. There’s hardly a pinch of color— 
only a few milligrams—in it. 


But just place this Crystolex 102 denture in your patient’s mouth. 
here, moistened, shaded and without reflected light, it blends into 


e surrounding tissue and becomes part of it. 
or good fitting dentures — physically AND AESTHETICALLY, 
tandardize on this new quality acrylic. 


KERR DENTAL MFG. CO. Established 189) Detroit 8, Mich. 


KERR CRYSTOLEX 


—— Formula 102 








not the Hollywood variety... but just 
as truly a stellar performer among 
dental x-ray films. Since its debut, 
less than two years ago, consistently 
fine performance has won this versa- 
tile youngster top billing with more 
and more radiodontists. Meet G-E 
Dental X-Ray Film! 


G-E Dental Film employs Universal 
and Lightning emulsions—long 
famous for the excellent results they 
make possible—long available only 
in G-E Bolin rubber-packet dental 
films. 


G-E Dental Film is encased in a 


For use at average focal-film distances 


$3.75 per gross 
4.50 per gross 


UNIVERSAL SINGLE 
UNIVERSAL TWIN 


For use at longer-than-average 
focal-film distances 


Rar eA BE pas Brae at Pr Oe EET —_ 


saliva-resistant paper packet that ig 

easily opened in the darkroom. They 
conform readily to any oral contoug! 
yet are sufficiently rigid to avoid: 
radiographic distortion. : 


If you haven’t done so already, m 

a point of getting acquainted with) 
this film star without further delay, 
The uniformity of speed and contrast! 
—the excellence of radiographic 
definition you'll realize —will ; 
you another of many dyed-in- the; 
wool G-E Film “‘fans’’. 


Order a supply of these better al 
from your dental dealer today. 


Ask Your Dealer for Quantity 
Prices a 


Prices will be increased by the. 


$4.25 per gross 
5.00 per gross 


GENERAL @ ELECTRI 
X-RAY CORPORATION 


CHICAGO (12), HLL., U.S. r 


LIGHTNING SINGLE 
LIGHTNING TWIN 


amount of such sales (or use) tax 
as may be applicable. ; 





2012 JACKSON BLVD, 
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.. of course vou want 


to get the BEST POSSIBLE 
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| impressions in every 
FULL DENTURE 
CASE ee e@ 


Insist on 





COE- 
TRANS 


A PRODUCT OF 
COE LABORATORIES, INC. 
CHICAGO 21 | 
x ILLINOIS 





Use it on your next case 
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NATURAL BLENDS ASSEMBLY $5900 


Contents: 
2 Blended Enamel 


Powders 
2 Blended Dentine 


Powders 
1 Crystal Powder 
1 Hue-lon Liquid—6 ozs. 
1 Plascote—6 ozs. 


2 Trial Quantities 
Hue-lon Waxes 


2 Mixing Jars (empty) 






















TRONG AND NATURAL 100 


There is no substitute for strength and naturalness 
in crown, bridge and inlay restorations. 


HUE-LON is strong. It has 
Rigidity —for proper mastication of food. 
Toughness—not brittle, resistant to cracking. 
High Impact Strength—for self-protection un- 
der abnormal stress. 


HUE-LON is natural. It has 


Translucence—the living quality of real teeth. 
Color stability — ageless coloration for a 
lasting match. 

Surface hardness— holds its beauty, hard to 
scratch. 


Hue-lon technic is precise and easy. Inlays can be 
processed in the dentist's own office. For dimen- 
sional accuracy and all-around satisfaction ask 
your laboratory to use Hue-lon on your crown and 
bridge cases. 








FOR MODERN MATERIALS CALL ON 


I) (- MILFORD, DELAWARE shart 


for CROWNS -+ INLAYS + BRIDGES 





















A pleasant way “is 4 milk) 


to rake vitamins ™ 


Cal-C-Tose 'Roche’—«a happy solution for the finicky, undernourished patient 
who cannot take tablets or capsules or who has grown tired of plain milk. 
Cal-C-Tose contains generous amounts of vitamins A, B;, B2, C, and D plus 
calcium and phosphorus, in an appetizing cocoa-malt base. Two heaping 
teaspoonfuls mixed with warm or cold milk makes a delicious “hot chocolate” 
or refreshing "milkshake." Supplied in 12-o0z and 5-lb containers . . 


HOFFMANN-LA ROCHE, INC. « ROCHE PARK »#® NUTLEY 10 e NEW JERSEY 












ROCHE PRODUCTS ARE NEVER 
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“don't smoke... 





IS ADVICE HARD FOR 
PATIENTS TO SWALLOW! 





May we suggest, instead, 
SMOKE “PHILIP Morris”? 
Tests’ showed 3 out of every 
4 cases of smokers’ cough 
cleared on changing to 
PHILIP Morris. Why not 
observe the results for 
yourself? 





* Laryngoscope, Feb. £933. Vol. XLV, Bo. 2, 149-154 








TO THE PHYSICIAN WHO SMOKES A PIPE: We suggest ap gousually Gne new ae BF se 
Doctor Pipe MixTURB. Made by che same process as used ip the manvfacture of Philip Morris Cigarettes. 
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Included in the book, “The His- 
tory, Chemistry and Properties of 
Vernonite’” prepared by the Re- 
search staff of Vernon-Benshoff and 
now available to you, is a clear com- 
parison and evaluation of the dif- 
ferences between acrylic denture 
material supplied in liquid-powder 
form for mixture by the operator 
and the gel form in which the mono- 
meric and polymeric constituents 
have been pre-mixed. 

In addition to an understandable 
explanation of why your dentures 


; pet " 
a agit e% nr 


sig.» 
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are stronger, harder and more stable 
when processed by homogenous gel 
under correctly regulated polymer- 
ization conditions, are a recounting 
of research findings, a description 
of the whys and wherefores of phys- 
ical properties and many references 
of practical import to you. 

Readers of this book will derive 
a more thorough knowledge of 
acrylic materials, their source, man- 
ufacture and usefulness to the pro- 
fession. Write for your free copy, 
today, without obligation. 


VERNON-BENSHOFF COMPANY 


P.O. BOX 1587 ° 


PITTSBURGH 30, 


PENNA. 

















Central Dental Mfg. Co. 


640 S. Third St. 


4. Great Waxes 
No. 15 Base Plate Wax 


This is an extra good, strong and 
tough wax—sold at a very close 
price. It is a light shade of pink. 


a, Eee $2.50 
a eee 22.50 
og 40.00 


Yellow Base Plate Wax 


Some of our customers prefer a 
yellow wax. We offer you a good, 
tough wax at the following prices: 


a ree $3.25 
a eae 25.00 
eee 47.50 


Regular Base Plate Wax 


An extra tough and easy working 


wax—one that will hold your teeth 
in your set-up cases—it is rich in 
Beeswax. This wax is red in color. 


I gins oa i $3.50 
rr 30.00 
100 Ibs. ...... 57.50 


Hi-Grade Base Plate Wax 


This is a strictly high grade wax, 
extra tough and strong, made from 
sun bleached Beeswax and No. 1] 
Carnauba Wax. It is a light shade of 
pink. 


6 Jer $1.10 
 eroere 4.50 
100 Ibs. ...... 70.00 


Samples of the Waxes will be sent 
to you upon request, 


INCORPORATED 
Louisville 1, Ky. 








OUR LINE 


C 
est \- L FREE 
CATALOGuES 
AND SAMPLES 


@ STATIONERY 

@ BOOKKEEPING ITEMS 
@ PATIENTS’ RECORDS 
e@ FILE CABINETS 


@ MISCELLANEOUS 
HARD-TO-GET ITEMS 





WE SERVE OVER 50,000 DOCTOR; 

















ALKALOL 
is bland 
yet 
effective. 





In dental work it is im- 
portant to have a solution 
that combines non-toxicity 
and blandness with quick 


effectiveness. 





Sample on request. 


THE ALKALOL CO. 
TAUNTON, MASS. 





































eAn 
leave 


aid h 
gums 
recon 
Profe 
signe 
actin; 


50¢ c 










ETE 


—"| 


GUES 
APLES 














n- 


¢ Another appreciative patient 
leaves your office. Until she re- 
turns for her next appointment... 
aid her in keeping her teeth and 
gums in a normal condition—by 
recommending the use of the Tek 
Professional tooth brush. It’s de- 
signed to measure up to your ex- 
acting specifications. Tek is the 
50¢ quality tooth brush for 29¢. 


( NEW BRUNSWICK, %, 4, CHICAGO. ti. 











TOOTH BRUSH 







A “DENTIST’S” brush 


from head to handle 


Brushing Head designed 
for ease of cleaning 
and proper gum mas- 
sage. Cleans even hard- 
to-reach teeth. 


Finest Nylon bristles. Two 
rows, six tufts each, 
uniformly serrated. 


Straight handle, with 
strengthened neck. 














WERNET DENTAL MFG. CO, IN 
190 Baldwin Ave., Jersey City 6,N. 


. 
o 
> 
> 
© 
a 
c 
° 
a 
e 
=) 
4) 
— 
Mae 
a 
~ 


A LE hse ae - 
—_ SS. ee GEES veer meet 
ane we 





CO., IN¢ 
ity 6, N. 





* 


Eons the most i perfectly fitted dentures are apt to 


oe he a sizable mouthful during the first few weeks of use. 
Indeed, the new denture patient often prefers “listening” to 


“talking”, until he is able to thoroughly “control” his speech. 

Many dentists have found that Wernet’s Powder provides a 
welcome short-cut to the patient’s mastery of his new,dentures 
—and, consequently, of his conversation. Just a light dusting 
of this fine, pure powder will aid the retention of dentures, and 
at the same time give the patient added confidence in his ability 
to eat, laugh and talk normally. 

When applied to good-fitting dentures, Wernet’s Powder 
contributes to the maintenance of a perfect-valve seal and forms 
a soft protective cushion, resulting in the patient's quicker and 
more comfortable adaptation to the new prosthetic appliances. 


WERNET’S POWDER 


ADAPTS THE PATIENT TO THE DENTURE 











The facts about Minimax Alloy 































No. 17 of a series 
of advertisements 
prepared to 
acquaint Dentists 
with the whys and 
wherefores of this 
extremely useful 
material. 
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passes all the tests of time 
Every batch of Minimax Alloy of Standards ... and has met ALL of 





No. 178 receives a complete test for the tests since their inception in 1928, 

every one of its physical proper- The most unique of Minimax’ 

ties . . . by trained observers in our qualities .. . is the fact that it is fabri- 

own testing laboratories before it is cated to comply with ALL specifica- 
released for sale. These tests offer tions not only under controlled in- 
definite assurance that the alloy you vestigating procedures with definite 1 

buy complies with the most rigid mixes, prescribed technics and steel 
standards, a thorough safe-guard dies . . . but in actual practice when 
: against faulty fillings. you make the fillings using every day ] 
| But this is only the beginning. office procedure. That is why so many 

Minimax Alloy very easily meets the Dentists depend on Minimax Alloy 

Specifications set up by the American to make long lasting successful fillings 

Dental Association Research Com- . . . Why Minimax continues to pass 

mission whose investigating body the severest test of all—the test of 


works at the United States Bureau time. Buy Minimax. 


The MINIMAX Co. 


Medical and Dental Arts Bldg., Chicago |], Ill. 


Reo Fh 





In 5-oz. BOTTLES In l-oz. BOTTLES 


e , 5 ozs $1.50 
Rar scususay Ue ....$1.50 per oz. 1 oz... . $1.60 
MINIMAX . 1.55 per oz. 


10 ozs.... 1.40 per oz. 5 ozs... 
ALLOY 20 ozs.... 1.35 per oz. 10 ozs.... 1.45 per oz. 


Prices subject to fn without notice 















Complies with A. D. A. Specifications. No. 1 
Filings suitable for alloy-mercury gauges. 


a. J¥ ‘ CANA 
| For best results mortars and pestles should be occasionally resurfaced. Over long ° 


periods they wear smooth . . . become inefficient. As a convenience Minimax pro- 
vides FREE with every bottle a handy envelope of Abrasive Resurfacing Powder. 
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Prompt and prolonged sympto- 
matic relief from nasal conges- 
tion will aid in giving your 
patient comfort during dental 
therapy. 

Privine, the new effective, 
potent vasoconstrictor with no 
compensatory swelling, is an 
outstanding nasal medicament 
outlasting in most cases the 











CANADIAN BRANCH: MONTREAL, QUEBEC 





PHARMACEUTICAL PRODUCTS, INC. 


SUMMIT, NEW JERSEY 


TAL ASSISTANT 





“a 








effect of other membrane 
shrinking agents. 





Available as 0.1 and 
0.05% solutions in bottles of 1 oz. and 1 pint. 
*Trade Mark Reg. U. S. Pat. Off. 





--------- 


Ciba Pharmaceutical Products, Inc. 


Summit, New Jersey 


OH 


Please send me a trial supply of Privine 
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; ion of the finest processed restora- 

cally and functionally ideal, in harmony 

our Mesign and specifications, Vitallium Labora- 
pave demonstrated their capacity over a long 

od of years. Their mastery of efficient methods and 
procedures sets a standard the world over for complete- 
ness and competence on all types of cases. These techni- 
cians and craftsmen are never content with good enough. 





Whenever advanced techniques are introduced, improve- 
ments are made or better equipment is available, they 
are first to accept them and put them to work in the in- 
terests of the profession. That is the key to their mastery 
of laboratory craftsmanship. 


Other Good Austenal Products — 
Austenal Micromold Teeth, Vitalon Acrylic Resin Teeth, 
Vitalon Denture and Bridge Resin. 


FNAL 


ec‘tm PORK-CHICAGO 











VULCANITE GOLD TEETH 
FOR DENTURES 


= Wy 

One big advantage of Mase! 
Gold Teeth is that they are made 
of extra thick gold. This makes jt 
possible for you to remove, by 
polishing, any scratches which 
may occur while removing den. 
ture from flask. 

Another advantage is that there 
is no extra work involved in get. 
ting up or finishing. Why not tr 
this worthy product on your next 
case? Your dealer has them in 
stock. 
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Always Keep 


CO - ORAL - ITE 


on hand for 
fast, accurate impressions 
ASK YOUR DEALER 


CO-ORAL-ITE DENTAL MFG. CO. 
Santa Monica, Calif. 
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QUALITY ADMITS 
Set-up without grinding OF NO COMPROMISE 


for regular and short bite full and * Lanne mag = —— out of a hat 
tia! rn 3 unless they have first been put into it. You 
rr, a visi to, and Bridgework don’t get one single, dependable exposure 
ave Time and Effort: more from your x-ray unit than has been 
Monomer and Polymer — a ag machine. Years of won 
Cc ree service must be the standard by 
” ompression Molded. which apparatus is judged. That’s why 
omogenously unites with FISCHER builds only the best. Informa- 
Acrylic Base. No checking. tion on request. 


Write for Descriptive Literature 


ond Quontity Prices H. G. FISCHER & CO. 
UNION BROACH CO.. Inc 2323-2345 Wabansia Ave. 
io 


37 W. 20th St., NEW YORK 11.N. Y. Chicago 47, Illinois 
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CABINET STERILIZER 
DESIGNED FOR DENTISTS BY PROMETHEUS 





THIS: outstanding? 

| complete sterilizing facilities. It 

_ sign, with rounded corners and facossed 

_toe room, is finished in porcelain enamel in 
“standard colors, and occupies in space only 16’” 
wide by 14” deep, Special features include cast 
bronze sterilizer with automatic control, switch and 
pilot. light, silent-closing, dust tight metal door, and 
convenient footlift for raising cover. 


Supply available for civilian 
use limited by war conditions. 


Consult your dealer. 


PROMETHEUS ELECTRIC CORP., 401 WEST 13TH ST.. NEW YORK 14. N. Y. 
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DENTISTS 


Have you 
tried the 
ACCEPTED 
CRAIG- 
MARTIN 
TOOTH 
PASTE? 


Nearly fifty mil- 
lion tubes of 


Craig - Martin | TOOTH | 
Tooth Paste a 
have been pur- P ASTE. 
chased and used | Ee Fe 
by the public in | 

the last few |; 
years WITH- 
OUT AID OF 
ADVERTISING. 

















10c Large | 
Size 
25e Giant 


Size 
Sold at 


ALL eos 
FIVE AND 
TEN CENT 

STORES 
























ACTUAL 
LARGE 
10c SIZE 













LANG 
Everlasting 
RELINER 


for Acrylic Dentures 
REALLY WORKS 


Ingredient materials are composed 
of higher boiling point esters of the 
methacrylate group. 


Guaranteed free from toxicity, 
and absolutely safe to use in the 


‘mouth. 


Directions easily followed. 


Priced at $5 per tube, sufficient 
for twenty or more cases. 











300 S. Throop St., Chicago 7, Il. 


Send Samples of Craig-Martin Tooth Paste to:— 
(Professienal card enclosed) 
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BG. -ctusbomidachonuttesteene BOGOO ccccccssovs 
Please print plainly. 





Comfort Mfg. Co. OH6 | 


Sold through: 


Lang Products Distributors. 





Other Lang Products 
White Beauty Alloy 
Lang Acrylic Denture Material 
Lang Elastic Impression Powder 
Lang Crown, Bridge and Inlay Cement 











Manufactured By 
LANG DENTAL MANUFACTURING CO. | 
Chicago 13, Illinois 




























HEN you invest only with Cristobalite, you give your 

electric furnace an excellent chance to last through until 

Victory, and for many years thereafter. For Cristobalite is the 

mposed investment containing no chlorides. And chloride-carrying invest- 


s of the , j 
ments ruin more dental furnaces than all other causes combined. 


oxicity, | 


ma Under heat, chlorides produce a gas which steadily eats away 


the wire of your heating element. Temperature goes down. 
Eventually the element wholly fails. And don’t think you're safe 
ficient | with an embedded element. All refractories are porous and 


absorb chlorine gases into contact with the element like a sponge. 


With Cristobalite, you're preserving a fine piece of equipment 


which right now may be hard to replace. 


KERR DENTAL MFG. CO., Detroit 





_ ELECTRIC INLAY FURNACE 
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We make no exorbitant claims for Calox. 


We recommend it to you simply for what it is— 
a good dentifrice, carefully and conscientiously made, 


which will do all that any dentifrice can do. 
Ample supplies are again available at drug stores. 
We feel you can recommend it with confidence. 


McKesson & Robbins Inc., Bridgeport, Connecticut. 


tooth powder 





A Permanent Reline materia 
placed in the mouth without 
using cellophane. Non-toxige= 
non-burning, carries no up <¥ 
pleasant taste or odor. Set = ag 
hard and can be treated anf == - 
polished after 24 hours. a a = 
jar ($3.50) contains enou¢ | 
for about 15 relines. Ouid 
accurate results, easily - 
and always — obtained. 
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No need to waste your 
sympathy on the Eskimo 
because she has to chew 
hides to soften them. For 


SHE NEVER LACKS GINGIVAL TONE! 


How many patients can say the same? 


Diseases of the soft tissues of the oral cavity are more 
prevalent even than caries—and frequently spread 
with unfortunate sequelae. 


One of the best ways to discourage bacterial invasion 
of gingivae is to encourage mastication, since it in- 
creases capillary blood flow and helps free the teeth 
from irritant bacteria. 


Many dentists recommend Dentyne 

Gum, because it is a gentle mastica- 

<O tory of adequate size and resilience for 
effective gingival massage. 


CHEWING 
GUM 


ict £23 8 3 


stl 
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Zhe HU-FRIEDY 


“MOLT” 


MOUTH GAG 
DENTETTE 


Economical as well as unsurpassed in quality. 
Sealed with a gum sticker. 





INTRODUCTORY OFFER! 


This ad and $1.50 will 
bring you 1 gross of sin- 
gle films, your choice, 
postpaid. We are making 
this generous offer so you 
can try them yourself and 
see how satisfactory they 
are. Send $1.50 today to 









Standard equipment for oral surgeon 
and general practitioners. Available fo 
immediate delivery in Immunity Sted 
(stainless), in sizes for adults ani 
children. Order direct or from you 
dealer. 


THE HU-FRIEDY MEG. ( 


3118 N. Rockwell Street, Chicago, Illinois 









Regular Emulsion 


Clear Base 


Regular Emulsion 


Blue Base 


Medium Speed— 


Clear Base 


FOSTER 








Single Double 
1 gross $2.25 $2.65 
1 gross 2.35 2.80 
1 gross 2.50 3.15 


‘““STICKERLESS” 








No glue, gum or adhesive used. Double en- 
velope, of aluminum foil, backed paper. 


Regular Emulsion 


Clear Base 


Regular Emulsion 


lue Base 


Medium Speed 


Clear Base 


Quantity price list on request 
Order from your dealer—if he does not carty, 


order direct. 


GEO. W. BRADY & CO., 809 S. Western Ave., Chicago 12, m 


Single Double 
1 gross 2.50 2.90 
1 gross 2.60 3.10 
1 gross 2.75 3.40 
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Firriery ANNIVe Rs apy 
AMERICAN STE RILIZER COMPANY 


’ Established 1694. « 
) 


Service and Seles Offices in Principal Cites 


incor poreteg [9Q2 

Howaro m F 
Vice Presioeny 
ano Gentany Barcas Manager 


'On 


Dear Doctor: 


Pace with clinica] 
Hygeaire Units 
Means of Safely disi 
energy at its optima 
Wherever co 
tO destroy air. 


afford the Profession the most economically effective 
nfecting contaminated aj 


Jy &¢erm-killing ultraviolet 
I intensity, 
MMon oc 
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(2) bacteria libera 


- (3) those trans 

ili tafts. Such‘ d 
4S Particles of dust, hay i 
Periods. 


ted as dust 
Mitted from 
ried Organisms, 
lability for long 


Very truly yours, 


AMERICAN STERILIZER COMPANY 
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TREE-QUARTER 
a. STARL 


A choice of SIX of the 10 STARLITE Poi 

illustrated on this page, is recommended fé 

Crown Preparations. For information on their gz Ise send 
for a FREE copy of “YOUR PRACTICAL GU SELECTING 


STARLITE DIAMOND INSTRUMENTS FOR 6 BASIC PREPARATIONS.” 
In making every basic preparation, these instruments (1) Save 


valuable time, (2) Produce more precise results, (3) Provide greater 
comfort for patients, (4) Represent long-term economy. They are 
ynconditionally guaranteed against mechanical imperfection. 





ALSO RECOMMENDED: 


STARDENT PULLEY WHEEL—<c two-speed pulley which is used to 
obtain higher speed for more effective operation of your Diamond 
Instruments. 

STARLITE CLEAN-STIK—a solid rubber compound combined with 
an abrasive for rapid, thorough cleaning of your Diamond Instruments. 











MAIL COUPON TO GET FREE GUIDE 


"Your Practical Guide ..."’ is yours for the asking. It’s brief, fully illus- 
hated, and shows the proper types of instruments for each of the 6 basic 
preparations. Just mail the coupon. 


S TA EM: TAL MFG. CO., INC. 


1217 SPRING GARDEN STREET, PHILADELPHIA 23, PA. 


Star Dental Mfg. Co., Inc. 
1217 Spring Garden Street 
RDENT Philadelphia 23, Penna. 


Gentlemen 
ie Please send me a copy of "Your Practical Guide . . .’ 
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Your own “lab” should be as dust-free 
as any war production plant! 


The same type Dustkops that have been 
collecting dust in big war production 
plants—are all ready to start a continu- 
ous, low cost dust collecting job in your 


laboratory! 


59 ba Soin Quiet in Operation, Low Cost, Compact, Portable 
Guard, Sludge Tray, Installation: Needs only 1 square foot 
Baffle and of bench space. You place it where you 


ight. want it.and plug in to the electric power. 
SEND FOR COMPLETE INFORMATION NOW 


































Baan a 


622-FIRST NATIONAL 106 


AGET-DETROIT 0. PHONE: ANN ARBOR 25585. 


< ARN ARROR, MICHIGAN, 


THOROLD SPLINT - 


For External Fixation of Jaw Fractures GA 


With the Thorold External Pin Fixation the brok- 
en ends of the jaw can be reduced and immobilized 

















quickly and accurately. The Splint as furnished Then 
consists of 3 complete units and 2 threaded tie- and | 
bars and will afford treatment of 2 separate frac- allies 

tures of a mandible. Pins and assembly are con- 
structed of proven tissue-tolerant metal. Locks lets t 
rigidly, affording excellent immobilization. value 
Ask your dealer or write for literature. strum 
need] 





E Pective SURFACE ANESTHETIC 


NUM has everything it takes— 


@ Powerful anesthetic action. 





THE BENDICK COMPANY ‘i,cc"sat rapid 












@ Non-narcotic. @ Pleasant smelling. 
@ Non-toxic. @ Tasteless. 

® Non-irritating. @ Non-evaporating. 
@ Non-acid. ® Non-corroding. 






In the Silver and Black Box. 


Order from your Dental Depot. WHITE 


TRADE MARK REG, 





NUM SPECIALTY CO., 4614 Fifth Ave., Pittsburgh, Po. 

















‘ From the Kolynos booklet, 
The Teeth and Their Care,” 


rrEE KOLYNOS sook.ets AND CHARTS 
GAIN COOPERATION...BUILD CONFIDENCE 


Themakers of KolynosTooth Powder plain quickly the ‘‘why”’ behind your 
and Paste offer you these valuable treatment—the danger of neglect. 
allies to use in your practice. Book- 

lets to explain to your patients the Write for this mate- 

value of frequent visits and early in- rial today. This free 
strumentation, saving you time and offer is part of the 

needless after-visit talk. Full-color Kolynos educational 
rapid-explanation wall charts to ex- 


KOLYNOS 


neG. U.S. PAT. OFF. 


POWDER «+ PASTE 





WHITEHALL PHARMACAL COMPANY e 22 EAST 40TH STREET, NEW YORK 16, N. Y.. 
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Family Tree’ provides scientific guid- 
for the pattern of the probable char- 


stics and alignment of teeth for the 


tulous patient. 


ern dental literature brings to the 2 ee 


ntion of the profession the important 


hat tooth traits are normally inherent 
generation to generation among oe 


of the same family. 


The dentition of a brother, sister, child 


randchild provides scientific guidance 


the selection of teeth where there is no 


record. available. 

How do Five-Phase Anteriors help to 
ucilitate such a practice? Instead of the 
gwal “‘fixed-patterns’” Five-Phase Anteriors 
rovide: 1. Varied patterns of labial sur- 
ss characteristic of natural teeth. 2. Co- 
ng proximal contacts—for easiest set-up 
i transposition of laterals. 3. Veri-chrome 
dlors—following nature’s plan of con- 
lied brilliance PLUS simplified color 
jatching. 4. Superior porcelain—simulating 
ural tooth structure in depth, refraction 
and fransiucency! 5. Scientific sizing—for 

: “easier selection, 
In short, Five-Phase Anteriors reproduce 
ihe lifelike variations of natural teeth .. . 
Oviding the only means by which all of 
| the natural characteristics of the patients’ 
teeth are available for reproduction in the 
artificial denture. * * * * *& * 


CONTROLLED 














IVORY RUBBER sehen CLAMPS 


yy > 
i: pat. JUNE. Ye. 80," 


For Undersized For aqaee Round 
Round Teeth eeth 
Partly Erupted Pestiy "Eruptea ; 


Nos. 12 and 13, right and left for lower mos: 
lars (especially six year molars). Will retaj ; 
their balance when tilted low on the buccal) 
side to hold the gum and rubber free from 
the cavity. 


Nos. 14 and 14A, two sizes for partis me 
erupted, undersized, round teeth or fe 
teeth sloping from the gum line. Jaws ha 
a a — o—- which give a fir 

. grip on the tooth where an ordinary ca 
Ber Upper Biers would not retain its hold. 
Nos. 22A and 23A, right and left general purpose clamps for upper molars. The 
buccal jaw of the clamp must be different from the lingual jaw making the | 
pair necessary. Will retain their balance when tilted. 


J. W. IVORY 
MANUFACTURER 


(order through your dealer) 


310-12 N. 16th St. Phila. 2, Pa. U.S. A. 
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I's easier than ever 
to process Eastman 
Dental X-ray Films 
in hot weather... 


\ j 


Popular types now possess 
added physical hardness 


tven under the stress of round-the-clock 
wartime manufacture, Kodak’s vigilance for 
‘he improvement of product is never re- 
xed. Thus the increase in physical hard- 
ess in Eastman Radia-Tized, Rapid-Proc- 
essing and Regular Dental X-ray Films is an 
important attainment available to you now 
—when you need it most. Specifically it 
means that these Eastman Dental X-ray Films 
cin withstand etter than ever the effects of 


summer temperatures during processing. 


tastman Kodak Company, Medical Division, 
Rochester 4, N.Y. 





1895-1945... 
soth Anniversary of 
Roentgen’s discovery 


of the x-ray 













TO BE SURE OF ( 
AN ACCURATE MODEL 





Though some other artificial stones may 

approximate Castone’s great strength and 

hardness, few of them even approach its extremely 

low setting and thermal expansion, and none is so 
tough and resistant to chipping. These qualities, plus its 
velvety smooth surface texture, make Castone an ideal material 
for fine die work as well as minimizing make-overs when 
used as the model for full dentures or large cast restorations. 


iTHE RANSOM & RANDOLPH CO. 


TOLEDO, OHIO 
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Steel-Abrasive 


DISKS AND STRIPS 


These thin, strong yet flexible Disks and Strips can 
be used either wet or dry. They cut speedily with 
minimum frictional heat. 

Sizes: Disks Strips 
ee. ct Narrow .. %2" 
Medium ... %” Medium .. Ye" 
- eee Wide ... 3he” 


Prices: 1 Doz. Disks .........2.24.2.2. $1.00 
f. § rere eer eee ee 
Card of 2 Doz. Disks and Y2 Doz. Strips 1.10 

Both Disks and Strips in all sizes available 

in three grits: Fine... Medium... Hard. 


, oo 


oS 


STAR DEVTAL 


MANUFACTURING. CO.}Inc4 
Order Through Your Local Supply House. 
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For RITTER Units and Tri-Dents 
A dental accessory placing at 
the dentist's finger tip the Water 
Syringe, Hot Air Syringe, Nozzle 
of the Aspirator, Saliva Ejector, 
Examination Lamp, Chip Blower, 
This is a time saver for the den- 
tist who operates from a stool, 
Made of Polished Aluminum. 


Price $6.50 


E. M. GRIFFITH 
34 Buchanan St., Albany 5, N.Y, 














wore Get a Free BS Polisher 
USE CLOVER LEAF PLASTERS wy without obligation 


In order to introduce you to thé 


FOR ACCURACY , efficiency, smoothness, coolnesi 
— es eee cee ome eee eee ee eee eee eee eee eee eee ee and corifort of this soft, = 
—e : rubber polisher, we will s¢ 
H. B. Wiggin’s Sons Co. OH 7 you one absolutely free—without 
Bloomfield, N. J. obligation. Use the coupon below 
Please send free samples of CLOVER Seaeeneeeseeer 
LEAF XX and Soluble Impression Plaster. Young Dental Mfg. Co., St. Louis 8, Mo. 
Gentlemen: 
Dr Without any obligation send us one 

Pree ere eee eeeeeeeeeet tees eeeeeeeeeeees your B S POLISHERS eas ABSOLUTEL 
A FREE, 

GdreSS.. 22+ seeeseececscecescccesseees NAME cccccccccccccccccccccccceccessseum 
ADDRESS TTT 
Cit EE eS RE ee 
‘J rere  \ —_, 
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REVELATION 
| TOOTH POWDER IS 
| KNOWN TO DENTISTS 
EVERYWHERE AS — 
A POWDER OF MERIT 
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i-Dents 
Water 
= roots 
vo dal POWDER 
t stool, 
um, ...again available 






in all localities 







AUGUST E. DRUCKER CO. 


2226 Bush Street, San Francisco 

















Pe PL Lion | | 
YOUR FIRST SAFEGUARD 
MUST BE... 


. | 
| bey | 
to be introduced in concentrated CONCENTRATE 


liquids — more than ten years ago LIQUID X-RA 
» SOLUTIONS § 


to le specified in dental darkrooms 
ee laboratories . ar hospitals 


‘and always to | He depended upon for, 


/ADIOGRAPHS | 


of proven accuracy, clarity and Uignbatic d fe 


afe, iwift, sure bre! your results avery time With FR Concentrated Liquid X-Ray Developer 
Co centrated, liquid X-Ray Acid Fixer. Easily prepated, stable in all climates, their constant 
an rip have — ond kept them wage $ | leading X: ‘ay solutions year in, yeor 


i 
aa 
[EE scersened et ‘t 
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Whether the preference is for cream or powder, the result 
isthe same ... teeth that are cleaned safely and _ pleas- 


matly, a mouth that is toned and refreshed hygienically. 


a 
. Say WHT 
8S myonaTe 








SQUIBB : Ab matte Yl Cae Villa 


ER SQUIBB & SONS, NEW YORK—MANUFACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858 
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STER SRO: ‘OIL 4 TE 


HAND PIECE REPAIRS sague 






A dependable, clean handpiece is an asset to 
a busy dental office. You can accomplish this 
quickly by running the instrument in Stero- 
Oil after use on each patient. Delicate bearing 
surfaces are adequately lubricated and Stero- 
Oil’s antiseptic agent gets in its effective work. 
Thus in just a minute, with only one operation, 
you save time, money and handpiece repair. 


Onder today from your dealer 
STERO-OIL 


OILS-cleans-helps to 


prevent disease transmission 


STERILE PRODUCTS COMPANY 


San Diego 1, California 
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> The Latest < 
IN AIR COMPRESSORS 
FOR DENTAL | 
OFFICES and LABORATORIES} 





“ae BACH TRAYS 


Upper and lower impression trays 
as designed by Dr. Bach incorpo- 
rate practically all endentulous re- 
quirements plus ihe convenience of 
balanced finger pressure for proper 

flow of impression materials. Avail- pr" ng pre Dams thm ge a 
able iri three sizes—small, medium Gen‘! Electric Motor. $ ] 95 a0. 


This Model D-8 supplies sufficient aif | 
for dental chair and laboratory, 










also be furnished 
and large, upper or lower. or 40 gallon size. 


COMPLETE SET OF SIX — $10.00 neal 
(3 UPPER AND 3 LOWER) rag be on. 


THROUGH YOUR DEALER AIR COMPRESSOR CO. INC. 
THE MOTLOID COMPANY, Inc. 120-D Chambers St., New York 


325 WEST HURON STREET «© CHICAGO 10, ILLINOIS 
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ah PERFECT FIT” 


W HEN STIM-U-DENTS are thoroughly moistened 
in the mouth and inserted in the teeth spaces the 
compressible tropical wood employed molds itself 
into a perfect fit. When gently moved back and forth 
STIM-U-DENTS simultaneously REMOVE FOOD 
PARTICLES, CLEAN AND POLISH TEETH SUR- 
FACES and MASSAGE GUMS in a most pleasant way. 
In a word, STIM-U-DENTS FINISH WHAT THE 
TOOTHBRUSH LEAVES UNDONE. 


Thousands of dentists use STIM-U-DENTS person- 
ally and attest their merits not only as a prophylaxis 
measure but also as an invaluable aid in the treatment 


of pyorrhea and gingivitis. 


We would like you to know STIM- 
U-DENTS at first hand. The results 
are most convincing, so ASK FOR 
SAMPLES, or better still mail cou- 
pon and obtain our Professional 
Courtesy Package containing 100 
Special Packets for only $1.00 post- 
paid. These Special Packets are made 
at the request of dentists for their 
convenience and accordingly are 
nominally priced. 


- Dents also 


, Stim - 
Keep Your Patients make pia wedges 
Thinking of You. in inlays and _ other 


procedures. 
| PROFESSIONAL COUR TESY PACKAGE (This offer confined to members of the profession only.) 


STIM-U-DENTS, INC, 

54 Alfred St., Detroit 1, Mich. 
Enclosed find $1. Send me Pro- 
fessional Courtesy Package, contain- 
ing 100 Special Packets (like cut) 
designed exclusively for dentists. 


Druggist’s Name 
Address 


























Every batch of Certified Enamel Improved 
is subjected to a series of at least six 
rigid tests before it is released to the 
profession. 

These tests for consistency, setting time, 
opacity, compressive strength, disintegra- 
tion and arsenic content cre conducted 
under recommended procedures and con- 
ditions as set up by the American Dental 


LEE S$. SMITH x» SON MFG. CO., PITTSBURGH 8, PENNA. 


SERYTIFIED 








Association and the United States Bureau 
of Standards. 


In ying oe with A.D.A. Specifico- #1 


tions Lee Smith has endeavored to pio 
duce a silicate cement whose physical 
properties approach the optimum rather 
than the minimum requirements. 

That is why Certified Enamel Improved 
is ‘Certified to Surpass A.D.A. Specifi-| 


cation No. 9 
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in ygur sterilizer | SCHOOL OF 
ORTHODONTIA 


founded in 1911 by Martin Dewey, D.D.S., M.D. 


(Authorized by The Board of Regents of 
the University of the State of New York.) 


STOP RUST, THE DEWEY 


ACCT 
aera 


| 
| 





Sessions held at inter- 
vals throughout the 
year. Date of next ses- 
sion on _ application. 
Classes limited. 
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For further information write The Dewey 
y add Nitrodene to the water for positive protec- School of Orthodontia, 17 Park Avenue, 
TET mel mime TOMA aie New York City. 


nental Chemical Co., Vandalia, Ill. 
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rhysical 
» rather Due to the war, it has been unobtainable for some time, but now we can 
again supply you and your patients with the natural black in the fol- 
iproved lowing textures—HARD and EXTRA HARD. We suggest you advise 

ecifi- your druggist accordingly. NYLON will still be available for those 


who prefer them. 


iched r= thousands of the niet 6. Anon onan 
nta Profession, who . . . 
have been pean: the 7600 Cottage Grove Ave., Chicago 19, Ill. 
use of the Butler Brush for I enclose 40c for two brushes. Send me 
SO j j - 
ae ey Pa pen will in BLACK BRISTLE SYNTHETIC 
[] Hard [} Med. Bleached 
MAKE YOUR OWN [] Extra Hard [] Hard Bleached 
COMPARISON [] Extra Hard Bleached 











Send 40c for two 
adult brushes—then 
compare with other 
brushes! 


SEND COUPON TODAY 
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WERAPY AT THE SUPE OF INFECTION. . 











“The purpose of therapy is to achieve an ade- 
quate concentration of sulfonamide where it will do 
the most good.” 


— Mayer, Jr., S.: Clinical Use of the Sulfonamides, Western J. 
of S. O. & G., 52:213-217 (May) 1944. 
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For effective and unusually safe local chemotherapy in 
oral infections— 


wheces SULEATIIAZOLE GUM" 


Even a single tablet chewed for one-half to one hour provides a 
high salivary concentration (average 70 mg. per cent) of locally 
active sulfathiazole that is maintained in immediate contact 
with infected oral areas throughout the period of chewing. 
Moreover, resultant blood levels of the drug, even with maximal 
dosage, are so low (rarely reaching 0.5 to 1 mg. per cent) that 
systemic toxic reactions are virtually obviated. 

























INDICATIONS: 
1. Sulfonamide-susceptible infections of oral mucosa, inclucing 
acute Vincent's disease, infectious stomatitis and gingivitis; 
2. Preoperative and postoperative prevention and trectmert cf 
dental sepsis; 
3. Control of fetor oris due to oral sepsis. 














DOSAGE: One tablet chewed for one-half to one hour at intervals 
of one to four hours depending upon the severity of the condition. 
Available in packages of 24 tab- 
lets, sanitaped, in aadeon pre- 
scription boxes. 


IMPORTANT: Please note that 
your patient requires gre oe 
scription to obtain this product 
from the pharmacist. 





*A PRODUCT OF WHITE LABORATORIES, INC. 
Pharmaceutical Manu fa furers 


NEWARK 2, N. 3. 






Dees 


A ROUTINE 


Safeguard— 


—in excessive, post-extraction capil- 


lary bleeding— 


CEANOTHYN 


Ceanothyn—a valuable blood co- 
agulant—is orally administered; 
nontoxic; lowers clotting time, and 


can be used routinely. 


Ceanothyn is an extract of Ceano- 
thus amecricanus, containing the al- 
kaloids in uniform solution (alcohol 
10%). 


Available in convenient sizes for 
office use and on prescription. 


FLINT, EATON & COMPANY 


DECATUR e ILLINOIS 


The REITER 
SURGICAL MALLET 


with 4 Points 


Instrument is 
held like a syr- 
inge. Aids deliv- 
ery of broken 
down teeth. Ob- 
viates bone and 
tissue destruc- 
tion in difficult 
extractions. Min- 
imum physical 


shock to patient. 


Write for 
Descriptive 


Literature 








UNION BROACH CO., Inc. 


37 W. 20th St., NEW YORK 1]1,N. Y. 











Vacation at Hotel Breakers. 
1,000 outside rooms. Moderate 
rates. Excellent meals. World’s 
finest, white sandy beach. All 
sports and amusements. Dancing 
nightly. 

On U. S. Route 6 and Ohio 2. 

Easily reached by rail or bus. 

Hourly steamer from Sandusky. 

S. S. THEODORE ROOSEVELT 
9 a. m. daily from Cleveland 














Steamers also from Detroit and Toledo 


CEDAR POINT-on-Lake Erie 
SANDUSKY, OHIO 


Open June 16 thru Labor Day 
































Here’s what YOU may have been waiting for— 


A combination package of 600 tubes of PROCO-SOL PRO- 
CAINE SOLUTION 24 with Epinephrine or Neo-Synephrin, 
500 S. S. (Sulphathiozole-Sulfanilamide) tablets, one bottle 
Paracain (Bensocaine surface anesthetic), a Cartridge Syringe, 
and one doz. each 15%” and 1” Starlite Needles. 

Your savings on this quantity purchase, above cost of items when 
bought individually, amount to nearly 20%. 

PROCO-SOL combines safety and effectiveness 
with its long-lasting qualities. It is used with con- 
fidence by thousands of competent dentists. 
Order the PROCO-SOL UTILITY KIT through 
your local dental supply house. 














CHEMICAL COMPANY - INC. 


“=, 


1233 Spring Garden Street, Philadelphia 23, Pa. (Please address Dept. O-19) 





ANDARDIZED SYSTEM SCIENTIFICALLY 
CLASSIFIES TOOTH FORMS 
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An air freshening and odor control 
method, which has proved successful 
in hospitals, is now being used by 
dentists to freshen air in their pro- 
fessional suites. It utilizes a new 
principle of indoor odor control by 
adapting one of nature’s most effec- 
tive air freshening agents, chlorophyll, 
to end medicament and occupancy 
odors. 

airkem Chlorophyll Air Freshener* 
is the only product to control air 
quality in professional offices that con- 
tains activated chlorophyll. Inexpen- 
sive wick bottles are easy to use, and 
last a month or more. 

It is available through dental supply 
houses. W. H. Wheeler, Inc., New 
York, has appointed the Calawex Co. 
to distribute airkem nationally in the 


MORE DENTAL SUITES HAVE — 
FRESHENED AIR THIS SUMMER 





Bre. 


dental field. If your supply house does 
not yet stock airkem, write direct to 
Calawex Co., 500 Fifth Avenue, New 
York 18, N. Y. 


*Manufactured under U. S. Patent 2,326,672. Sold under reg. trademark “airkem', 








hse 
KELLY'S 


LEE S. SMITH & SON MFG. CO. 
7325 Penn Ave. Pittsburgh 8 Penna. 











(/ NOW AVAILABLE | 
SILCOP “T"s 


for 


JACKSON BRIDGE 
REPAIR TECHNIC 


Write for descriptive 
folder if you are not 
familiar with this sim- 
ple repair technic for 
backings used with 
interchangeable 

facings. 


At your dealer 


MIZZY, INC. 














































eS 105 E. 16th St., N. Y. C. 
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What is Anbesol? 


Anbesol is a scientifically prepared and 
clinically proved ptic-anesthetic 
Its properties have been found to be 
beneficial as an adjunct to routine 
procedure. Its use is recommended as a 
topical anesthetic; in post-extraction 
pain; in dry sockets; pre and post 
scaling; for relief from discomfiture at- 
tending abrasions caused by partial or 
complete dentures, orthodontia appli- 
ances, etc. stomatic. 


A FREE trial size of 
ANBESOL will prove 











convincing. > 


4 oz. bottle $1.75 


THE ANBESOL COMPANY 


Newark, New Jersey 



























Advantages of Anbesol! 
1. ANBESOL induces anesthesia to applied 


mucous areas. 
2. ANBESOL is antiseptic. 
3. ANBESOL will not attack metallic or 
rubber surfaces. 


4. ANBESOL is pleasant to use. 


: The Anbesol Co. 
| Newark, New Jersey. 
| Gentlemen: 

| [] Please forward FREE trial size bottle 
| of Anbesol. 

7 C) 4 oz. bottle $1.75. 
| 

| 

| 

| 

| 





SPECIAL FoR NEW USERS 


Nos. 1-2-4S-6-13-16-17W - 20-22 - 24T - 27 - 33 


This assortment of 12 is a practical selection for regular operative 
procedures. They should last, the average Dentist several years. 


Price $92.00 (less 10%) eeeevevesece $82.80 
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Here are some extra “points” for youl wi 





ee 


Does your appointment book seem more and more like a “‘ratig 
book’’—and minutes hard to find? One good way to get the hig 
point value for your operative time is to switch to Metaphen Di 
fecting Solution whenever cold disinfection of dental instruments 
practicable. ¢ Requiring a minimum of attention, Metaphen Disinfet 
ing Solution can be relied upon, in the absence of much blood andé 
date, to kill common vegetative pathogenic bacteria (except tuber 
bacillus) in less than ten minutes. In common with the boiling of instr 
ments it may not be depended upon to kill bacterial spores. Instrume 
removed from the solution are ready for immediate use without ri 
ing or drying since the disinfectant is nonirritating to the skin 
oral tissues, and does not leave a gummy deposit to interfere with 
free action of hinged instruments. @ Metaphen Disinfecting Soluti 
does not pit or dull cutting edges. Fume-free and odor-free, the se 
tion is stable, non-volatile, and even long continued use on reasonal 
clean instruments does not diminish its disinfecting potency. @ To enje 
all these extra points of advantage in your own practice, order a qual 
or gallon bottle of Metaphen Disinfecting Solution from your phammy 
macist today. ABBotT LABORATORIES, NortH Cuicaco, ILLINol | 


Metaphen' Disinpecting Solution 
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* ( 4-nitro-anhydro-hydroxy-mercury-orthocresol, Abbott 
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TEMPERING, ANNEALING and 
WAX ELIMINATION WORK 


Here is true furnace economy. Precision — 
rugged — long service life. Operates 110 volt 
AC or DC. Accurate pyrometer. Three heat 
ranges — 0 to 1500°F. Quality insulation. 
Muffle 414” x 354%” x 414”. Counterweighted 
door. Complete with removable tray. $41.25 


K. H. HUPPERT CO. 


6840 Cottage Grove Avenue Chicago 37, Illinois 











WETHERILL 


KARB-O-DENT PULP CAPPER 


KARB-O-DENT will NOT discolor and may be used in Anterior Teeth 
under Silicate fillings as well as Posteriors with NO fear of discolora- 
tion. It is highly germicidal and affords positive protection, and con- 
tains NO Silver Salts. It is the THYMOLIZED OXY-EUGENOL Cement 
that SETS RAPIDLY and HARDER. The liquid has the most convenient 
dropper available. Start using KARB-O-DENT today and KNOW the 
DIFFERENCE. Large package at only $2.00. 


Y OUI WETHERILL PRODUCTS CO. AKRON 11, OHIO 


MANUFACTURERS TO THE DENTAL PROFESSION SINCE 1929 
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— Br!) MUDEL D Tooth Brushes 
ising 2) 

me © 62% have ALL 4 of these Features! 
tube 3 ok ’ 4 

of instru Tg "7? 1 THREE SIZES—3 Row, 2 Row, Junior Child’s, 


trum) § vY EXTRA LONG STRAIGHT HANDLE—for extra 


outa leverage and better grip. Permits brushing without 
touching mouth. 


skin) 6 | fi) + REINFORCED END TUFT—the enly brush 
with Ea with the extra tuft where the wear is hardest. 
Solutic — "| Y FLAT BRUSHING SURFACE — small flat head 
the ail | Ee with tufts of equal length, spaced for interdental 
: penetration. 

asonal 
To enjom 
rag 
yur phat 
[ LLINOK 


USE COUPON FOR SAMPLE BRUSH 


coe Sonnets —_ RED or Rees 


§ THE MODEL D COMPANY (Division of The Cutino Co.) 
: 934 Wyandotte St., Kansas City, Mo. 


For enclosed f,8 
Model D een hy 20” per brush. a offer restricted to 








one of each mode 


C] 3 Row ] 2 Row [J Junior Child’s | 





Address . 











STEEL DIE ACCURACY 











EASY TO SOLD . 
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EXPOSING SOFTER DENTIN 
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AND CEMENTUM TO THE 
ACTION OF 
NTIFRICES* * 














Digest of Important Information 


On This Subject Now Available 


Recent clinical findings clearly indicate the effect 
on the teeth of daily brushing with an abrasive- 
containing dentifrice. 

These findings are summarized in a scientific 
paper which gives vital information on gingival 


recession and other important data concerning the 
teeth — of interest to every dentist. 

A copy of this scientific paper will be sent 
on request, without obligation, together with a 
professional sample of TEE, the modern liquid 
dentifrice that contains no abrasives, 


‘DEPARTMENT OF DENTAL RESEARCH 


ek ae mR ee pn Sr ae oe hy ae ee 


Procter & Gamble 
Department of Dental Research 
Dept. 1025 
Cincinnati 1, Ohio 
Please send me “A Study of the Effects of Abrasive-Containing 
Dentifrices on the Teeth” and a professional sample of TEEL. 





Name 


Address 
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MARE THE:COMPARISON 


for accuracy. ..- foughness 





| 
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] Zelex accurately reproduces 12 teeth. Material ““A”’ reproduces 9 teeth. 
Rating 100. Rating 75. 


Material “B”’ reproduces 9 teeth. Material “C”’ reproduces 6 teeth. 
Rating 75. Rating 50. 
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Hydraulic press with gear- 
wheel withdrawn from im- 
pression material. 


.» @lasticity 


Comparative laboratory tests 
prove that Zelex possesses, in 
greatest abundance, the essential }— 
qualities to withstand the wide — 
range of stresses encountered in 
routine impression taking. 
For uniformity of test results, 
impressions were taken of the 
teeth of a steel gear. Zelex 
recorded 12 teeth, some of which 

were subject to almost a right 

angle pull as the hydraulic press 

withdrew the gear wheel. The FOR MODERN MATERIALS, CALL ON 
next most effective material was 
only 75% as efficient as Zelex. 
That's why we say, ‘Make the 
Comparison’’—use Zelex, and 
you ll know why more and more 
dentists are turning to this MILFORD, DELAWARE 
modern alginate impression 
material for truly exact results. 
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BETTER THINGS FOR BETTER 
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In the making of “‘Lucitone’”’ den- 
ture material, guesswork has no 
place. The test you see here is but 
one of dozens, all directed toward 
the ultimate satisfaction of your 
patient. “‘Mechanical jaws’’ to 
measure hardness . . . abrasion 
machines . . . acidity tests... an 
accelerated sunray machine to see 
that the right natural color stays 


“LUCITONE” is the trade mark on the 
only methyl methacrylate resin denture 
base material completely processed by 
Du Pont and is distributed solely by the 
L. D. Caulk Company, Milford, Del. 





right . . . these and many other 
thorough tests with modern instru- 
ments support the advancing 
strides of Du Pont’s chemical mas- 
tery. When you specify Du Pont 
““‘Lucitone”’ for your acrylic den- 
tures, you assure complete patient 
satisfaction and effectively en- 
hance your own reputation as a 
skilled and dependable technician. 








“LUCITONE™ 


LIVING ,.. THROUGH CHEMISTRY 








The quality of Siiv-O-Dent — 
has withstood the test of time — 
for 25 years. It pays to use — 


4 PROVEN PRODUCT 


OXY-EUGENOL SILVER 


Protects vital pulp. Sets 
quickly . . . sets hard! 
Send for Free Technique Book 
THE SILV-O-DENT COMPANY 
1708 N.E. Alberta St. 
Portiand 11, Ore. 
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AND NOW— 
the “IMPROVED” IMPERIAL 
CARTRIDGE SYRINGE 


There is nothing more important 

than the syringes and needles used 

in dental anesthesia. Ranfac’s “im- 
proved” Imperial Cartridge Syringes and needles 
have been the first choice of the profession for many 
years. Available at your dental depot. 


RANDALL FAICHNEY CORPORATION 
123 Heath Street Boston 30, Mass., U.S. A. 

















.30 Chureh St. 
New York 7 
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60 Sizes and Types. Order from your dealer. 


THE J. BIRD MOYER CO., INC. 


1210-1214 Vine Street — Philadelphia 7, Pa. 
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AILY MASSAGE with The Denticator is recognized 
as an integral part of gum treatment. Dentists agree 
that most cases of Gingivitis, Pyorrhea and Trench Mouth, 
require more than treatment in the office. Supplementary 
home care is usually indicated. By use of The Denticator, 
patients can carry through with your instructions for 
ystematic gum massage. Your work at the chair, is thus 
mgmented for more satisfactory results in these cases. 
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The Denticator Gum Massager is made with replaceable 
mbber cups and tips; same as used professionally by 
thousands of leading dentists. Lifetime handle is 734” 
long. Cups are of pure surgical-gum rubber; friendly to 
inflamed tissue. Vacuumatic massage-action is gentle, but 
positive. Pointed rubber tip is for stimulation between 
eth, where most disease and decay begins. 
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Recommended by members of American and 
California Academies of Periodontology. 


Sold by druggists and dental dealers at $1.00. You 
may have one FREE for personal use. Please make 
request on your professional stationery. 


Manufactured exclusively by 


ENTICATOR CO., 1055 MISSION ST., SAN FRANCISCO 1, CALIF. 


Va Yi hile Wael. 


Gum Massager 
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COMPLIES WITH A.0.A. SPEC 0. | 


Because Garhart Alloys are the product of more than half a century of 

research and manufacturing experience they give you perfect amalgams 

every time. Your amalgams always contain the lowest possible amount of 

mercury and the highest amount of silver and alloy when you insist on 
ARHART. 


se Tay these 
meee) GHAKHA! ALLOYS 


1 oz.. $1.80 
Royal Super-First } . 4. 8.50 


—. ey 10 oz... 16.00 
‘o * ° 20 Oz... 31.00 


1 Onder Garhart Alloys 
from your dealer — 
GARHARTspcciatry’ 
Cimaty CO. 
Fine Filling Materials Since 1892 
34 UNION SQUARE, SOMERVILLE 43, MASS. 
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Y NOT STOCK BAKER ONE 
Cl BACKINGS AND POSTS 
OUR NEW CONVENIENT 











BAKER CASTING BACKINGS. “he : 
Made in one piece, facings slide. perfect 
tasting. Any piiey: can be cast against 


e 
tific Investment. 











1300 


Now available... 











Made especially of aluminum with prop. 
Made in 17 Sizes as shown } t 
ond listed: erly spaced holes of the right size, Cres- 
UPPERS PARTIALS LOWERS cent Perforated Trays retain hydrocoloid 
P601 PISA PS9A P ‘ , 
P603 P80 P60A impression material to the best advantage. 
P604 P81 P61A ‘ , , 
P60 P62A They are stiff enough for any impression 
P607 P62B - 
PO3A purposes and still soft enough to be bent 
63 , ; : 
P64A in any shape or cut with ordinary plate 
P65A . 
shears for special cases. 
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CRESCENT DENTAL MFG. Co., 1839 S. Pulaski Rd., Chicago 23, Ill. 
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cH READ of sickness 
and pain lead your 
patients to read with 
interest information on 
PfOp- Fguch subjects as sulfa 
Cres. | drugs and penicillin. In 
dentistry, anesthesia and 
analgesia provide ameans 
ntage. I forovercomingtheirdread 
ession {ofthe dentist's chair. Sup- 
plying what they want — 
e bent ; 
and, even more important, 
plate | gaining their cooperation to 
help reduce your unproduc- 
tive time—is simple, with the 
Heidbrink Simplex. 


»coloid 


The Heidbrink Simplex is an 
easy-to-understand, easy-to- 
use, practical gas machine for 
the economical administration 
of either anesthesia or anal- 
gesia, thus relaxing the patient 
and reducing nervous strain on 
your part. The Simplex meets all 
requirements of accepted nitrous oxid- For an interesting booklet, “Analgesia 
oxygen technics, including patient- | With Nitrous Oxid’’, mail the coupon 
administered analgesia, and will soon below today. 


pay for itself by increasing the number If your dealer cannot supply Heidbrink 
of patients you can handle efficiently equipment and Ohiogases, write us. We | 
each day. will make arrangements to supply you. 


<A> 
. THE OHIO CHEMICAL & MFG. CO. 


GENERAL SALES OFFICE: 745 HANNA BLOG. + CLEVELAND 15, ONI0 
Soles Offices in Principal Cities 
Represented internationally by Aircé Expert Corporation 
in Caneda: Oxygen Company of Caneda Lid., Montreal and Terente 













































THE OHIO CHEMICAL & MFG. CO. i 
Cleveland 15, Ohio 


Please send me the booklet, “Analgesia 
With Nitrous Oxid.” 


Name 
Address 
City. 
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beautifully and. is 
for the patient; try Mizzy Lew 
(RED) Compound, cakes and 


‘and GREEN tracing sticks. 


White Compound is par- 
well suited to Orthodonti 
» It provides all the 


All Mizzy Compounds are thor- 
oughly comfortable for the pa- 
tient, too. They are pleasantly 
flavored and scented... plastic 
at a low comfortable heat. 









DEAD AND 
NOT-S0O- DEAD 
FALLACIES 












THE 
FEDERAL FOOP 
AND 


OX CX 
Ngee Y Y 











BUT A PRESENT-DAY FALLACY still exists: 
horn of the unicorn was a rare, highly ‘Canned foods keep because preser- 
prized antidote for poisoning. A piece vatives are added.”’ Preservatives are 
of it was always added to the king’s NOT used in the canning of foods. They 
cup before he drank. In reality the are neither needed in canned foods 
“unicorn horn’”’ was nothing more than nor permitted by the Federal Food 
ivory! and Drug Act! 


Canned foods keep because they’ve been heat-processed 
in permanently sealed containers. It’s this heat-processing 
and nothing else that preserves the quality and wholesome 
goodness of foods. 











AMERICAN CAN COMPANY 
230 PARK AVENUE - NEW YORK 17, NEW YORK 
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Favorite 


© PERFECT IN FORM 
e UNIFORM IN QUALITY 
e WHITE AND LUSTROUS 
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1839 South Pulaski Road 
Chicago 23, Illinois 































SAVE 
TRIMMING TIME 


The Precision Model Trimmer works 
rapidly and accurately, with no danger of 
breaking or chipping. Trims stone or plas- 
ter (wet, dry, green, or cured.) 

No adjusting, cleaning, or lubricating is 
necessary. There are no moving parts to 
work out of alignment. 

Write for descriptive folder. Limited 
quantity of trimmers now available with- 
out priority. 








KENNETH MILLS 
4250 Gardenia Ave., Long Beach 7, Cal. 























Price for complete set $4.50; $3.30 without matrix material; 
matrix material, 8 feet, $1.40. 


Tru-Chrome Alloys for Prosthetics 
Box 1887, Denver 1, Colo. 


1450 Galapago St. 


This simple device is equally efficient for separating or 
retaining a matrix, holding dams, etc., in a positive grasp. 
Set includes two adult retainers and one deciduous retainer, 
a supply of Stim-U-Dent wedges and soft Tru-Chrome 
matrix material. Leaflet on request. 


McKean 
MASTER 
SEPARATOR 
& MATRIX 
RETAINER 
(2 tools in 1!) 














THE BIG 


ehiaade 
BIG SAVINGS 
with 


CONVENIENCE - 


ARTICODENT 


Super-sensitive, clear marking articu 
lating paper. Red ond Blue; Waxed 
and Unwoxed 


CELODENT 


45 ft. Roll of celluloid. 3 thicknesses 
Strong, smooth texture 


MATRICODENT 


Specially tempered stainless steel 
matrix metal, strong and smooth. 20 
ft. long. 4 widths 


UNION BROACH CO., Inc’ 


37 W. 20th St... NEW YORK 11.N. Y. 
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: LUGS or TAILS for Gold Clasps ; 


® These lugs can be 9 
® soldered with any Kt. 

® solder. Use any good @ 
3 Flux. Pickle in any @ 
# acid by quenching. @ 
® Will not tarnish in % 
° Vulcanite or Acrylic. $ 
4 18-19-20 GA. $2.75 GROSS. Through ¢ 
® your dealer or direct. @ 
® & 
@ CARPENTER DENTAL CO. @ 
® 1035 N. Hampton st. Orlando, Fila. : 
DHDDPHHH HOGHDDHDHHHDHSHHHHSHSHS 











SAVES TEETH 


Dr. Cornish Tooth Powder 
with Vitamin D and Fluoride 


Checks decay in most small tooth cavi- 
ties. Stops most cases of gum bleeding 
within two weeks. 

Traces of fluoride in the drinking water 
have largely prevented tooth decay in 
Deaf Smith County, Texas. 
From your 
2 02. 30c druggist or direct. 4 oz. 50c 
Literature and sample mailed on request. 
CORNISH LABORATORIES 
743 Dwight Way — Berkeley 2, Calif. 
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Winthrop CHEMICAL COMPANY, INC. 














Patients with localized symptoms in the mouth 
which reflect a general, metabolic disturbance 
often have a history of defective dietary intake. 
In such instances the indication is to prescribe a 
vitamin preparation containing adequate 
amounts of the essential nutritive factors in each 
dosage unit. 


One capsule of Polytaxin supplies the minimum 
daily requirement of vitamins A, B,, B,, C and D, 
with the generally recommended daily dosage 
of niacinamide. For maintenance requirements 
the daily dose is only 1 capsule. Larger doses are 
necessary for established vitamin deficiencies. 


Polytaxin capsules are so smal] that they are 
easily swallowed by both children and fas- 
tidious adults. 
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POLYTAXIN 





Pharmaceuticals of merit for the physician and dentist 
NEW YORK 13, N. Y. > WINDSOR, ONT, 








Pepsodent recently broadcast this message over 


the Bob Hope Program to 35 million listeners 


If you ve had trouble getting an appoint- 
ment with your dentist lately . . . here’s 
why! More than a third of all the dentists 
in the United States...more than twenty 
thousand .. . are now in service. Yes. . 
dentists as well as physicians are work- 
ing miracles for our fighting men... 
serving even at advanced bases. 


Furthermore, the Dental Corps of the 
Army, Navy and Marines, has raised the 
whole level of dental health among the 
armed forces. In two years time . . the 
Army Dental Corps alone treated almost 
fifteen million cases... put in thirty-one 
million fillings . . . made hundreds of 
thousands of bridges and crowns. 


Now so many dentists are in service 
. work has doubled and trebled for 
those at home. On them rests the entire 
responsibility of maintaining the nation’s 
dental health. They're doing a stupen- 


dous war job... working to the limit of 
their endurance! So be considerate of 
vour dentist's time. 


1 If vou’re asked to make your a 

; y p- 
pointment weeks in advance . . . don't 
object. 


2 And be sure to keep your appoint. 
ment. Don’t forget it . . . don’t be late! 


3 If you must cancel... do it well 
in advance! 


4 But don’t put off your visit! Take 
care of little troubles before they grow 
larger. It saves your time . . . and your 
dentist's time! 


Remember, your dentist here at homeis 
under strain, carrying a terrific load, 
And the more you cooperate . . .;the 
better care he can give you, your family, 
and your community. 


An enlarged copy of this message (suitable for framing) will be sent to you on request, 


DIVISION OF LEVER BROTHERS COMPANY 


141 W. Jackson Bivd., Chicago 4, Illinois 
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The Clipper is mobile. You don’t 
leave the patient's side. Just pull 
the cabinet to your scope of work 
tess it glides on easy-rolling 
casters. 


Saves time and energy. No more 
tiring, time-consuming steps to the 
cabinet and back .. . just an 
effortless reach with this mobile 
American Cabinet at your side. 













Cabinet Company 


TWO RIVERS-WISCONSIN 


at Ease! 


WHEN YOUR 


CABINET IS THE 
AMERICAN CLIPPER 


Exclusive American features sim- 
plify your work... 16 wood-stee| 
drawers, that won't stick or jam 
.. . 24 vitrolite trays . . . X-ray 
film box . . . disappearing medi- 
cine compartment grooved, 
black unbreakable top. 


Send the Coupon 


--------------_-- 


Send American's new catalog, with full details 
on the mobile American Clipper Cabinet. 


Address .-+««++++> See nbeceen 


City & State. ...--- ee 
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Enlarged view of No. 118 
HUDSCO Diamond instr» 
ments. Write for catalog wit 


illustrations and prices of 
75 other HUDSCO shapes 





LION BRAND MOUTH MIRRORS 


— fi BOILABLE 


IN POST-EXTRACTION TREATMENT 
' u-col A solution of MU-COL powder mouth-wash relieves the patient’s discomfort better than 
-— common salt solution and aids granulation and normally prompt restoration of mouth 


conditions. It is recommended by many dentists after more than 25 years’ experience 

ge wees pay o. MU-COL is a balanced saline-alkaline bacteriostatic in powder form, quickly soluble 
e - 

Buffalo 3, N. Y. 


Samples, though limited by war, sent on request. 


HATCH 
In Boxes of 
Pe tad Cakes or Sticks 
115 60 cents each 
Red COMPOUND 


For finer impressions with greater detail 


Buy it thru your dealer. Ask for quantity rates. 
B. G. HATCH CO., 1 Hanson Place, Brooklyn {7, N. Y. 








A WHEEL OF PROGRESS 
IN THE DENTAL WORLD 




















Available in 
Four Shades 





LEE SMITH 


Baste 


= for cementing 
~~ Crowns, bridges 
and inlays’ f 


ter than 
f mouth 
perience. 

solubie, 


SUPERIOR 
HOLDING 
PROPERTIES 







For over 30 years Lee Smith cements have been contributing to the smooth, 
efficient operation of thousands of dental offices and have thus been a factor in the 
general progress of the profession. 

, Doctor, if you are looking for a reliable oxy-phosphate of zinc cement, 

_ Certicem is your product. With Certicem you will be relieved of many annoying 
experiences which accompany the use of less qualified products. 

Phone your dealer NOW. Ask him about the Certicem Economy Package. 
Available for a short time only. 


Exceeds all requirements of A.D.A. Spec. No. 8 


ILEE S. SMITH & SON MFG. CO. 


7325 Penn Ave. . Pittsburgh 8, Penna. 
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Dr. Myerson supplied the “Know-How” with his 





transparent enamel. By reduced light reflection from the 
body of the tooth, and by light transmission at the incisal 
part of the tooth, the shadowy incisal areas and the 
natural life-like appearance have been captured in 


True-Blend teeth. 





Light Transmission Does It 


TRUE-BLEND ANTERIORS * TRUE-KUSP POSTERIORS 


TOOTH INCORPORATED C 















or Science, Art and “Know-how” 


 SEETH LIKE THESE! 
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Permanent Records Are Important... — 


| Do you have a permanent record of th \X/ 
mouth of each of your patients? This typ 
of record is tremendously important, g 
easy to accomplish. Use the Ryan Treatme 
and Examination Chart as illustrated here 
It is being widely used and is acclaimed the] 
most practical chart for record purposes, 
Use it on one case ... and you will want to 
use it on every case. The coupon is for your 
convenience, 
—— 2 Se SD ES EE ee oo ae oe 
The Dental Digest 
1005 Liberty Ave., Pittsburgh 22, Pa. 
Here is $1.00 for a pad of 50 Ryan Exam. 
ination and Treatment Record Charts. 


is: -diaebebesedseswédalatecececkcecesseseoelll 
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For YEARS and YEARS of PERFECT Service 


Depend on HAN AU Equipment 
SEND FOR FREE CATALOG 
Hanau Engineering Co., Inc. © 1233 Main St., Buffalo, N.Y. 











‘ Estimates and delivery dates given upon request 
e Cc. C We can still supply new cuspidor waste and supply tub- 
LA RK ing. Send us your old connections. We will 
Complete stock of parts. attach new tubing. Prompt, guar- 
Skilled workmanship. Your old out- UIp anteed service 
fit reconditioned like new. Ask for an estimate. MIE Freque 
GLAZBROOK BROS. DENTAL SERVICE SHOP 


7046 Wentworth Avenue Chicago, Ill. PARTs rough. 


helps ¢ 

















TTER YET DEVELOPED 
NOTHING BE Write for information con- 


cerning ethical visual edu- 


FINK 
PERMAN ENT LINER cation items. 


\IN SHEET FORM 


. it Me Ta onan 
é Odorless ° ENT THE DENTAL DIGEST 
IN 
NTaanent Shelf_Life 1005 Liberty Ave. 


Tasteless 
.. ‘ co 
Permanen 


PLASTODENT, Inc. Pittsburgh 22, Pa. 


254 W. 40th Street + New York 18 























BUY WAR BONDS 
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Frequent washings remove the skin’s natural lubricant . . . leave your hands red and 
rough. A few drops of Trushay, applied before washing, forms an invisible film which 
helps guard against the harsh effects of cleansing agents ... keeps hands soft and pliable. 













On- lf your hands are already dry and rough, Trushay 
will help restore their natural smoothness. 


Recommend Trushay to patients. They will appre- 
ciate your interest. 


ee 
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A Product of BRISTOL-MYERS COMPANY, 19 NL W. SOth St... N. Y 20, N. Y. 





UNCONDITIONALLY RECOMMENDED fF; 





PRESERVE 


Is it Good Dentistry to use Denta Pearl “Cyclo-Mold” Teeth in Full Uppam v t UPPE 
08 


Dentures opposing Lower Natural Teeth with or without a Part 


cal Porcelain teeth nearly always wear downo po 

ing natural teeth, gold, or amalgam restora a 
Sipe aaa thereon; many times this results in trauma, sensitiveness, @ 
Paes § actual loss of teeth. But, Denta Pearl Bo gas Mold” te 
ee never wear down an opposing tooth. Highly succe 
eeereeeee full dentures have been made with acrylic teeth for over 
ae SO SC=érerrrs, aan thee greatest indication of successful use- of ¢ 


cts Seng Ny 


H. D. JUSTI & SON, INC., PHILADELPHIA 4, F ELI 
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T RIOR MOLDS 
available at your Dealer 
tiona Molds in Process 








- Better Deutistry 


/P SELIABLE DENTAL PRODUCTS SINCE 1864 








® Next time you get ready for one 
of those exacting impressions that demand 
use of a flexible material, call your labor- 
atory man. Ask him what impression ma- 
terial he prefers as basis for his precision 
partial dentures. 


























as : \ More often than not, he'll promptly advise 
. Kerr Hydro-Colloid. 


Trust him; he knows. Long experience has 
taught him that the partial dentures he 
casts from Kerr Hydro-Colloid impressions 
will best satisfy you and your patient. 


KERR DENTAL MFG. CO. Detroit 6, Mich. 
Established 189! 


23698 














¢ Heavy-Duty Lab Lathe No. 300, 1 h. p. 
sring motor, 2 Speeds. Lubricated for life. 
Ce BULLETIN No. 317 -Price, less checks... 


\LDO 24 DENTAL LATHE 


+64” 


BALDOR ELECTRIC CO., 4372 Duncan Ave., St. Louis 10, Mo- 
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A man's a fool to go around with his pants 


pocket burning with extra folding money 
when he ought to buy an extra Bond, be- 
cause that loose lettuce is the stuff inflation 
is made of. When that extra dough goes 
hunting for civilian goods (that are as hard 
to find as Crosby in a tuxedo!), it tends to 
push up prices. Besides, it doesn’t make 
sense when twelve million kids are fighting 
our battle for any of us to hike up the cost 
of living by buying anything we can live 
without. 


ar message prepared by the War Advertising Council; 


approved by the Office of War Information; and contributed by this 
Magazine 


in cooperation with the Magazine Publishers of America. 


,--_- —- — —_ 





ONE PERSON CAN START IT! 
You give Inflation @ boost... 


—when you buy anything 
you can do without 
—when you buy above ceil- 
ing or without giving up 
stamps (Black Market) 


—when you ask more 
money for your services or 
the goods you sell. 


Save Your Money. Buy and 
holdallthe War Bonds 
you canafford—topay 
for the war and pro- 
tect your own future. 
Keep up your 
insurance, 
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Tus YOUR PATIENTS 
DENTURE RETENTION 


The function of a good denture powder is 
not to “stick” the plate in the mouth, but to 
help maintain the peripheral seal which is a 
fundamental necessity for denture retention. 


FASTEETH is made from a carefully blend- 
ed combination of gums designed to make it 
cohesive rather than adhesive. Thus, FAS- 
TEETH is not “mucilaginous” in function. 


FASTEETH is alkaline and its alkalinity 
helps to prevent liquefaction by salivary acids. 
FASTEETH does not seep out readily from 
under the plate. 


These are among the reasons why so many 
Dentists choose FASTEETH to give their pa- 
tients longer and more pleasant aid while 
learning to wear an artificial denture. 
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Clark-Cleveland, Inc. 
Binghamton, N. Y. 
Gentlemen: 





Please send professional samples of Fas- 
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10c per word, initials 
and figures used each 
counting as one word. 
Please send _ remit- 
tance with your order. 


FOR SALE: Well equipped modern office in 
most beautiful part of. California. Ten thousand 
annually in rich community. Established ten 
years. Retiring. Investigation convincing. ‘‘AT’’ 
Oral Hygiene, Pittsburgh, Pa. 


SPLENDID OPPORTUNITY: Two-chair office, 
well equipped, on busy intersection in growing 
neighborhood, well established weil several years, 
new modern bu ilding, in Baltimore. Md. For full 
details write ‘‘S’’ Oral Hygiene, Pittsburgh, Pa. 








TECHNICIAN MANAGERS WANTED: First-class 
denture technician, also crown, bridge, and cast- 
ing technician wanted. Men must be able to take 
complete charge of their departments. Salary 
$350 monthly, plus commission. Must have fine 
background and know their business. Give full 
details in air mail letter. ‘‘K’’ Oral Hygiene. 
Pittsburgh, Pa. 





FOR SALE: Dental office in Virginia, population 
above thirty-five hundred: complete Ritter equip- 
ment including x-ray. Best location in city, Re- 
tiring. ‘‘J’’ Oral Hygiene, Pittsburgh, Pa. 


WANT ADS 


Restricted to } 
position i hao 
practices ted, a 
Practices for sale ~e 
minimum charge is 


WANTED: A capable dentist regis 

York state: under fifty years Trust have Be 
character and good personality. State age ‘tas 
salary. ‘‘F’’ Oral Hygiene, Pittsburgh Pa. 


—$—$—$$—$__ 
NTED: Dentist with New York — 
Capabie of taking good impressions and bite, 

State age. ‘‘G’’ Oral Hygiene, Pittsburgh, Pa. 








eee, 
DENTIST WANTED: Ohio license for partner 

shin in well established two-chair office an High 
grade clientele: city of fifty-five rnousend, Cash 
business. No down payment. ‘‘EA’’ Oral Hygiene 
Pittsburgh, Pa. 








FOR RENT: Dental office, goodwill. and equip- 
ment. Equipment will sell for $800. Prosperous 
country town, large surrounding territory to 
draw from. Reason: death. Mrs. George B. Ed- 
wards, Laceyville. Pa. 





High-class New York City practitioner of many 
years standing must reduce working hours due to 
ill health. Fine opening for young dentist with 
right personality and superior operative ability. 
Percentage basis. Apply in own handwriting, stat- 
me full particulars as to qualifications, experi- 

mce, when ‘tone etc. ‘‘E’’ Oral Hygiene, 
Pittsburgh. Pa 





Swedish Business Man dealing in dental acces- 
sories seeks connection with American dental 
firm wishing to introduce their products through 
an agency in Scandinavia. Advertiser recogni 
expert in dental materials. Good sales possibilities 
for first-class articles. Reply to ‘Acrylic resin, 
artificial teeth, etc..’’ care of Gumaelius Adver- 
tising Agency, Stockholm, Sweden. 


hr 
Eastern laboratory desires all around cast map 
precious metals only. Top salary. Permanent 
Write giving particulars to ‘‘H’’ Oral Hygiene 
Pittsburgh, Pa. 





FOR SALE: Completely equipped two-chair g. 
fice. Thriving town of ten thousand. Northwes. 
ern Ohio. Best location in town, established pry. 
tice. Must sell immediately to settle estate. py. 
teen hundred dollars cash. nag Musgrave, 656 
Holgate Avenue, Defiance, Ohio 


SELLING YOUR PRACTICE? Why not also ue also use 

the classified columns of the Dental Students 
Magazine. National circulation, 10.300 monthly, 
This includes over 5,000 recent dental graduate 
(U.S.A. and overseas), balance; upper-class sty. 
dents who will be graduating at various periods 
within the next eighteen months. Rates, $2.50 for 
50 words or less, 10c per word a check 
with order. Write. Dental Stude Magazine, 





udents 
605 N. Michigan Avenue, Chicago 11, Illinois, 





WanseD: Dentist to specialize in orthodontis 
and for pepodontia. Must be licensed in District 
= Columbia Box 48, Oral Hygiene, Pittsburgh, 








TECHNICIAN-MANAGER: First class man for 
set-up dentures, crowns, bridges, and 

charge of branch ee 
on commission basis with contract guara 
not less than $300 monthly with all ae 
to make more. Your business will to please 
the ogg General bookkeeping handled at 
main office. Sholl Dental Laboratory, P. O. Box 
1206, atten Texas. 





WANTED: Plate finisher for branch laboratory 
and a first class set-up man for main labora- 
tory. Give full particulars air mail in first let- 
ter. Apply to Sholl Dental Laboratory, P. O. Box 
1206. Houston, Texas. 


Ww D: Dentist to specialize in gold inlay 
and plastic fillings. Must be licensed in District’ 
. Columbia. Box 87, Oral Hygiene, Pittobodh 





FOR SALE: Fully equipped dental office anf 
practice in northeastern Ohio town of twenty 
five hundred. Office and living apartment 
floor. Rent $25 monthly. Retiring on account & 
age. ‘“‘HG’’ Oral Hygiene, Pittsburgh, Pa. 








DENTIST WANTED: Indiana license; comp 
— All-around operator. somes, Pe! 
nent. Write or wire collect Dr. F. M. Hick 
301 "necepeats Bldg., Indianapolis, Ind. 





DENTIST WANTED for an old established eth 
office located in Syracuse, New York. Must 
reliable, capable and experienced. Perma 
position. Please give age, and salary expec 
‘‘SN”’’ Oral Hygiene, Pittsburgh. Pa. 








POSTOLENE has an enviable record 


Postolene’s record of over 40 years of safe and effective 
treatment for root canal fillings and for abscessed teeth Sip 
is hard to equal. We are proud of this record. Why not 
let Postolene ove itself to you in your practice? It 

$1.00 a jar. Order through your dealer, or 


costs only $ 


direct, veiving your dealer’s name. 
poin 
oh SPRAGUE & CO., 325 19th Ave., Columbus 1, Ohio 


a 


NO OPA 
PROBLEM 


PRICE FOR 
OVER 4 


You won't be dis- /eEAns 











INDIAN HEAD MOUTH MIRRORS 


GUARANTEED BOILABLE 


= ; 
a 


Plane ond Magnifying. All Sites 


1-6 Cone Socket $5.50 per dor. Simple Stem $4.80 per dor 


UNION BROACH CO. 


ING. 27 W.20 St. 


New York 11, 
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Although we aim for accuracy in this 
index, last-minute changes often 
alter page numbers and positions. 
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1. —« For socket insertion the root-en 
of the approved length. They require 


shaping to the socket. 


You can provide the highly desirable all porce- 
lain tissue contact for stationary bridgework. 
with Trubyte New Hue Pin Pontics. 

The combination of Trubyte New Hue shades, 
translucent, fluorescent porcelain and a variety 
of forms enable you to create with Trubyte New 
Hue Pin Pontics the effect of living teeth., 


THE DENTISTS’ SUPPLY COMPANY OF NEW YORK 
220 West 42nd Street New York 18, N. Y.. 
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y do dentures 
poser without 


parent cause? Lf ~ 


A chief cause of this trouble for you and your patients has been eliminated. 
LUXENE 44 is not subject to harmful swelling from water absorption*; the 
result is the remarkable stability of LUXENE 44 dentures in the mouth. 


Because of their stability LUXENE 44 dentures afford greater mouth 
comfort and rebasing has been reduced. As a LUXENE 44 Selected 
Laboratory, we have seen ample evidence of these. facts. Specify LUXENE 
44 for your next case and make your own comparison. 


*For detailed data regarding the change in dimensions of denture base mea- 
terials in water or saliva, see the A.D.A. Research Commission report, page 
7, A.D.A., Journal, January 1942 


sh the dentist who prescribes 


Y LUXENE 44 


STANDARD DENTAL LABORATORIES 


185 North Wabash Avenue 


CHICAGO, ILLINOIS 
Phone: DEArborn 6721-5 
*Trademark Reg. U. S. Pat. Off. 
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Your patients’ desire for truly natural-looking 
teeth is easily met when you prescribe Austenal 
Teeth. Austenal Teeth are made by the exclusive 
Micromold Process which assures the utmost in 
true anatomical details and naturalness because 


they are molded from nature’s own teeth. 


* 


STANDARD DENTAL LABORATORIES 


185 North Wabash Avenue 


CHICAGO 1, ILLINOIS 
Phone: DEArborn 6721-5 
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No need now to accept substitutes, because 
eve supplied your dealer with adequate 
hipments of New Era* Dental Floss made 
fom continuous fibre, high tensile strength 
ilk...the best material for dental floss. Like 
1] & J products, its high quality particu- 
tly recommends New Era Dental Floss for 
professional use. Order a supply from your 
Mealer today. 


EW ERA PROFESSIONAL UNIT. Glass dispensing 

bottle with convenient cut-off device, contain- 

ng 100 yards of floss, 95¢. Same, with two re- 
as illustrated, $2.35. 


$ FLOSS FONT. Heavy glass font with one- 
wand cut-off device, containing 150 yards of 
ew Era Floss. Complete, $3.15. 
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LIVE EACH MINUTE WHILE YOU’RE IN IT 


A piece in a recent Reader’s Digest brought recollec- 
tion of something an old friend told me years ago, 
The Reader’s Digest article described folks who, when 
faced with a flock of different tasks, get all confused 
(me, for instance). The remedy the author advocated 
for this sort of mental uproar was pretty simple. Think 
of an hour glass, he said—an hour glass so constructed 
as to permit only a single grain of sand to descend at 
a time. Your day is really like that, he said; you have 
only one thing to do at a time, no matter how many 
other jobs there are to be done. Do them when you 
come to them; don’t be stewing about them while 
you re doing the job at hand. Well, that’s true enough 
and sound enough, although perhaps easier said than 
done. 

The old friend I remembered when I read the ar- 


ticle had offered much the same counsel. Although he 


(Continued on page 1332) 
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USEFUL MATERIAL 


My Smpwved 


@ By certain changes in formulation developed in Kerr Research and 
introduced in production several months ago, three noteworthy im- 
provements have been made in the working qualities of that long 
popular material Kerr Impression Paste. 

These improvements give this paste easier mixing, slower setting and 
more ready flow. 


Your assistant can mix this new paste while you prepare your patient. 
You have more time to spend on your impression. And your impression 
will accomodate, without over-compression, the softest mouth tissue. 


For completing impressions quickly, easily and precisely we recommend 
this unique material absolutely without reservation. 


KERR DENTAL MFG. CO. Established 189: Detroit 8, Mich. 
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THE PUBLISHER’S CORNER 
(Continued from page 1330) 


didn’t put it that way, what he meant was living each 
minute while you’re in it. 

You can scarcely find fault with the principle, but 
if you’re like me, your mind will keep scampering off 
to view with alarm the tough tasks ahead. Living each 
minute while you’re in it is a good trick if you can do 
it. Many of the busy, overworked readers of this maga- 
zine, standing long hours at the chair, harassed by in- 
sistent patients who can’t be cared for promptly, know 
all about this sort of thing. Your correspondent is a 
fine one to be telling you what to do about it. But it’s 
good advice anyway; at any rate, it sounds good. 

A while ago, a friend of mine was planning to move 
into new quarters a couple of months hence. He kept 
telling me about the troubles he thought he would en- 
counter. One day, I asked him, “Are you going to 
move mentally every day until moving day?” That 
started him thinking, and he said it helped him some. 
It turned out, after all, that the moving was no great 


ordeal; most of his troubles didn’t happen. The vans 


came promptly; nothing got busted; it didn’t rain. He 
thanked me for the advice. But then he spoiled it all 


by murmuring softly, “Why don’t you try it yourself 


sometime, Mass?” 
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@ Fig. 1. — For socket insertion the root-ends are 
of the approved length. They require only slight 
shaping to fit the socket. 


@ Fig. 2.— For saddle contact a minimum of 
grinding adapts them to the ridge. 


You can provide the highly desirable all porce- 
lain tissue contact for stationary bridgework 
with Trubyte New Hue Pin Pontics. 

The combination of Trubyte New Hue shades, 
translucent, fluorescent porcelain and a variety 
of forms enable you to create with Trubyte New 
Hue Pin Pontics the effect of living teeth. 


THE DENTISTS’ SUPPLY COMPANY OF NEW YORK 
220 West 42nd Street New York 18, N. Y. 
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reason for Dentists to specify them. 


ADERER GOLDS 


Julius Aderer, inc., New York - Chicago 























FLAVOR 
is IMPORTANT 


Many patients prefer the mild peppermint 
flavor of FASTEETH—so mild that FAS- 
TEETH is often described as tasteless. Flavor 
is important and the oil of peppermint has 
an analgesic effect—helps to prevent gaBging. 





Pleasant tasting FASTEETH is different, 
and your denture patients will notice and ap- 
preciate that difference. 








WGA 








Clark-Cleveland, Inc. OH-4 
Binghamton, N. Y. 

Gentlemen: 

Please send professional samples of Fas- 
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Ship transfer on the high seas—that’s just 

one of the hazards confronting the Navy surgeon. 
Yes, the medical man in the Navy—in any of the 

services—shares many of the same risks and same 

exhausting hours of duty as the man behind 

the gun. And, like any other fighting man, 

he enjoys a few minutes’ relaxation 

with a good cigarette... very likely 

a Camel, for Camels are a fighting 

man’s favorite around the world. 
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They are inseparable and their foundation is 
Patient pride and satisfaction. 

In addition to the self-evident intrinsic value 
of Dee Gold restorations, your patient gets oral 
comfort and functional stability that truly re- 
fiects the skill you have put into the restoration. 

On the personal side, you know that the time- 
tested dependability of Dee Golds is assurance of 
predetermined results ... and that you may call 
for any type of Dee Gold, scientifically charted 
to meet the prosthetic need of every patient. 


DEELASTIC is now available 


OFFICE DOWNTOWN O 
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7 Mouth MPRESSIONS 








The three models are of the same mandible 
and disclose valuable information in full denture 
construction. They illustrate the difference 
between open mouth and closed mouth 
impressions and the difference between 
impressions taken with and without resistance 
by the patient. 


These models also prove what can be done 
with an impression material of a consistency 
that will take tissues at rest without displacement 
or over-extension. 


The top impression was taken with modeling 
compound and illustrates muscle resistance by 
the patient. 


The second is an open mouth impression taken 
with a baseplate containing paste and illustrates 
semi-resistance dnd semi-compression. 


The third impression was taken by the patient 
with an oversized baseplate using Konformax 
Impression Material. The patient's mouth was 
closed. Note the depth of the ridge. Note the 
crest of the ridge. No wonder Konformax 
Impression Material produces such accurately 
fitting dentures! 


’ 
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MPRESSION j 


MADE BY MATERIALS 


KONFORMAX og 
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LMPRESSION | 


KONFORMAX DIVISION OF PERMATEX COMPANY. INC. , MATERIALS 


BROOELYN 23, N. Y., U. S. A. 


Send copy of new folder. “Techniques for Practical Full Lower 


and Upper Dentures.” 
NAME. 
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--> AND FOR A VERY GOOD REASON 


Efficient mastication is said to be “the most effective pro- 
phylactic against tartar formation’’, because it tends to 
limit the deposition of calculus—either on exposed tooth 
surfaces or under the free gingival margin. And “Flossie” 
masticates through most of her waking hours! 


Though such a procedure is impracticable for the average 
“tartar-susceptible’’, dentists recognize that Dentyne Gum 
affords a specially firm consistency to insure greater re- 
sistance for extra-masticatory effort. 


That is why Dentyne Gum is recommended by so many 
dentists, and why its delightful flavor makes it a pleasant 
as well as a beneficial habit 






a. " ~~ 8 , ] 
— ) "Meg, SUN f 
"Ce ry ee 
[14 CHEWING GUM - | 
THE IDEAL MASTICATORY Lf 


am 
et es - 


t 








SEPARATING FILM 





3 ek the acrylic to be used in your restorations be- 
inating will give you more complete control of your 


Prescrif be BS. S. White Denture Acrylic because it is a pure 
methyly ot peviate resin developed solely for processing den- 
It contains no plasticizer or other substance 

tend to limit:the functional and esthetic life of resto- 

| en tissue pink color that looks well in and out of 

t » and which defies detection at conversation range. 


+s. S. White Denture Acrylic in your instructions to 
atory and ask your salesman for it when yOu process 


Feri restorations. 
* $e S. White Denture: Acrylic Powder and Liquid, Pink and Clear 

Complies with A.D.A. Specifications. 

One unit | : $1.60 

10 Unit package _ | $14.00 1.40 per unit 

30 Units (3 10-unit packages) 39.00 1.30 per unit 

60 Units (6 10-unit packages) 72.00 1.20 per unit 

pe ieee Ss Specify pink or clear 
> PRICES. SUBJECT TO. CHANGE 

WITHOUT NOTICE 





- aa by yourlocal dealer 


ES’S. WHITE DENTAL MFG. CO., PHILADELPHIA 5, PA. 
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“Bedford Springs, Pa, (circal 7 
AS REFRESHING AS EVER 


Since Bedford Springs were discovered carbonate, and tartaric acid in pleasam 
in 1804, thousands of patients have vis- tasting SAL HEPATICA — providin r 
ited this world-famous Spa. Today, your gentle, effective method of clean ng 
patients can enjoy, at home, one feature the intestinal tract. 


which attracts many to Spas all over the 





world—a sparkling saline laxative. ) a 
For a gentle, more efficient laxatit 


or thorough cathartic—direct your 
indicate that sodium sulfate, sodium patients to dissolve SAL —— 
chloride, and sodium bicarbonate are a large glass (8 oz.) of water. Latte 
often the most important ingredients. tive Dose: 1 to 2 level tsps. Cathartie 


These same salts are scientifically com- Dose: 4 level tsps. 


Analyses of the waters of many Spas 





bined with sodium phosphate, lithium 





A Product of Bristol-Myers Company, 19L_— W. 50th St., New York 20, N.Y. 


TO HELP FLUSH THE 2~& INTESTINAL TRACT 
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1 You bet! Use... 


| COE-LOID 
POWDER 


Elastic Im pression Material 














A Product of 
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4500 Ibs. Crushing Strength 
in a Stngle Hour 


@ Your Kerr Rapid Stone model will set in 15 minutes. After A SINGLE 
HOUR this unique material is ready to resist a crushing force of 4500 
pounds to the square inch. 

Kerr Rapid Stone has been specially formulated to give you this quick 
hardening strength—a result which other stones may require a full 
day to approach. | 

Of course your Kerr Rapid Stone model's strength will grow steadily 
after that first hour—to 8000 to 10,000 pounds when thoroughly dry. 
Always far more than your need will ever call for. 


Insure the success of every case by standardizing on Kerr Rapid 


Stone Models. 
KERR DENTAL MFG. CO. Established 189: Detroit 8, Mich. 


KERR “4/02. 
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Order through your dealer 
or send for illustrated 
literature today. 


GUE our 
HANDPIECE 


for oral work... 





Use the time-saving Miller’s Elec- 
tric Handpiece for all prosthetic 
work. The lightweight, portable 
Miller does speedy, smooth 
grinding and polishing of 
metals, porcelain, amalgam, 
zinc, alloys, gold, vulcanite, 
stone, etc. Plugs in any socket. 
Speed, 25,000 r.p.m. With six 
assorted points .... $18.50 


Bench Holder for Handpiece, 
leaves hands free... . $3.75 





' 


WiillorA, vows and stones 


Extreme accuracy insured! Perfectly 
balanced Millers are firmly mounted 
on steel shanks. There’s no burr rough- 
ness, no chatter, and they're easy to 
clean and sterilize, 

= | 








Standard of Quality in the Dental 4 
Profession for Half a Century | 


| CHICAGO WHEEL & MFG. COMPANY! 
M01 W. Monroe St., Dept. OM Chicago 7, 111! 
MMM oo oo i. 


Send Circular. Interested in 


[] Points and Stones ([_] Handpiece 
Name 


Address 
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VICE PRESIDENT 
to the VMation ’s Hshest Mi. 


OHN TYLER was the first Vice President of the United 

States to fill an unexpired Presidential term. Tyler became 
Vice President in 1840 when he ran on the Whig party ticket 
which elected General William Henry Harrison as President. 
He sueceeded to the nation’s highest office upon President 
Harrison’s death, just one month after the inauguration. 

The beginnings of the Church & Dwight business occurred 
just one year later. Our founders, Dr. Austin Church and 
John Dwight, joined in 1846 to produce the first Sodium 
Bicarbonate in this Hemisphere, establishing a business in 
which we have been engaged for 99 years. That is a record 
not enjoyed by many organizations. 

We take particular pride in this evidence of continuing public 
appreciation of the high standard which we have always main- 
tained for our products, Arm & Hammer Baking Soda and 
Cow Brand Baking Soda (Pure Bicarbonate of Soda). 

Both are familiar products to the dental profession. They 
are good tooth cleansers, are among the dentifrices acceptable 
to the Council on Dental Therapeutics. They are helpful in 
the laboratory to clean and protect costly instruments and 
equipment. 

They are in wide distribution. Either Arm & Hammer 
Brand or Cow Brand Baking Soda is available in nearly every 
community in the country—at low cost. 


Business Established 
im 1846 


CHURCH & DWIGHT CO., Ine. 
10 Cedar Street New York 5, N.Y. 


















































_Butyn Metaphen Dental Ointment helps 
shorten the ‘‘breaking-in” period of new dentures by relieving pain 
and discomfort due to the irritation of soft tissue and, in the 
immediate denture case, postoperative pain. The ointment, which 
is applied to the surface coming in contact with these appliances, 
combines the rapid and relatively prolonged anesthetic action of 
Butyn 4% with the antiseptic properties of Metaphen. It is neither 
unpleasant to taste nor irritating to sensitive tissue. Other cases 
in which the ointment serves as a prophylactic and treatment 
include ‘‘dry socket,”’ pyorrhea pockets, pain from extraction, and 
as an anodyne dressing following scaling. e Butyn Metaphen Dental 
Ointment is available through prescription pharmacies everywhere 
in two convenient sizes: the ]-ounce tube with special applicator 
tip for use in the dentist’s office, and the /4-ounce tube for patients’ 
home use. ABBoTT LaporaTtories, North Chicago, Illinois. 


Butyn Metaphen pentat oinTMENT 


REG, U.S. PAT. OFF 



































imensional stability is important 
in a denture resin. It means the denture stays the size to which it 
was molded. Satisfactory service of the denture and comfort to the 


patient over a long period of time depend on this vital property. 

Vernonite has a high degree of dimensional stability. Recorded 
tests show that a properly constructed denture, when stabilized 
inregard to moisture (as in the mouth) will remain dimensionally 
accurate to about 0.1% linearly. Since the average span of a 
denture is about 50 mm, this means that the actual size change 
of Vernonite, while being worn in the mouth over a long period 
is approximately 0.05 mm—less than the thickness of ordinary 
letterhead paper. 

The millions of Vernonite dentures now being worn add 
testimony to recorded data, because Vernonite dentures give 
continuing satisfaction year after year. It will contribute to your 
patients’ welfare, and to your own, if you will insist on genuine 
Vernonite and accept no substitute. 














You also practice 


on uppers... 


@ There are two kinds of dental lights. . . . One projects] 
light from a fixed source only. Sole adjustment is horizontal. 7 
. Other is famous Pelton E & O. It too pivots horizon- 
tally. But it also adjusts VERTICALLY. . . . Therefore no 
uncomfortable neck stretching for you or your patient. 
Instead, better work in less time and with far greater com- 
fort. ... A Dental operating light is only as good as it is 
flexible. . . . Treat yourself to the restful satisfaction which 
only the Pelton E & O Light can provide! 
Unit or wall model, $76 Western, $79.5 


THE PELTON & CRANE CO., Detroit 2, Mich 


KOrEe EsO DENTAL LIGHT 








THIS ISN'T A 

TOOTH BRUSH 

IT'S A 
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Miss Typical Patient doesn’t skip her nightly brushing. Oh 
no! ... her conscience would keep her awake. So she slips the 
tooth brush into her mouth and races through the motions 
—the wrong motions. 

What so many patients fail to realize is that correct tooth 
brushing is exacting. So to make scientific brushing easy, 
many dentists recommend the D. D. Tooth Brush to their 
patients. 

The ingenious twisted-handle of the D. D. Tooth Brush 
facilitates proper placement of the brush on the teeth... 
almost automatically insures desirable rotary motion. Lead- 
ing periodontists acclaim the non-skid thumb rest which 
permits easy control of the compact brushhead for gentle, 
non-traumatizing gum massage. | 


Dept. 4 


A product of LDR We oso ciern avenve 
OL-MYERS COMPANY Sa* “41-343 2 ASA NEW YORK 20, N. Y. 


TOOTH BRUSH 





It’s a happy moment for the dentist and the 
patient when the final fitting of a beautiful set 
of dentures is completed. And it's an oppor- 
tune moment for a parting bit of important 
advice about their proper care. 


To Help Dentures Keep Fit! 











THE BETTER TO 


CARRY— 


(1) AMALGAM. A single trial will prove how 
easily the Lewis No. 2 Improved Amalgam 
Carrier picks up amalgam and deposits it 
in the right place—how smoothly, freely, 
and noiselessly the plunger operates— 
how convenient for reaching any part of 
the mouth, is the angle of the nose. Made 
of chrome plated, solid brass, the carrier 
is easily disassembled for cleaning. Price 
$2.00. 


(2) MEDICINE. At each end of the Buffalo 
Dental Applicator is a tiny cup which 
picks up a drop of medicine by capillary 
action, holding it securely until touched 
to the bottom of the cavity. Desirable for 
silver nitrate and for applying cavity 
liners. Functions at any angle—reaches 
the most elusive cavities. Chrome plated 
steel. Two sizes: No. 1, small, with cups 
1.3 mm. in diameter; No. 2, large, with 
cups 1.7 mm. in diameter. Price, either 
size, $1.75. 

(3) FOU. Buffalo Stainless Steel Foil Car- 
riers are of the pinchless type, have file 
cut, non-slip handles. Finely polished~— 
always clean. Price $1.50. 
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No, 18 of a series 
of advertisements 
red to 
acquaint Dentists 
with the whys and 
wherefores of this 
extremely useful 
material. 
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Minimax Alloy quality 
remains U-N-C-H-A-N-G-E-D! 








The ultimate and important test of an 
alloy to you is, “Does it satisfy not 
just 1 Dentist, nor even a scattering here 
and there, but thousands of profession- 
al men practicing under varying condi- 
tions in every State in the country, all 
over the world, and over long periods?” 

Dentists who have employed Mini- 
max Alloy No. 178 in their fractices for 
§,10, 20 years and longer know that 
MINIMAX quality remains un- 
changed. Frequently, they feel proud 
when they say, ‘‘Why Mrs. Jones I 
placed that filling for you back in 
1926,”"and “‘Let’s seenow, Mr.Smith, 
that filling was made fifteen years 
ago this month.’’ Many time it’s the 
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The facts about Minimax Alloy 
















patient who remembers, ‘‘Doctor you 
made that filling just before I grad- 
uated from high school back in 1930 
... and it’s still as good as the day 
you made it!’ 

Day after day, month after month, 
year after year, Minimax Alloy is tested 
in our proving laboratories for every one 
of its physical properties...so that they 
will Be less susceptible to changes in- 
fluenced by variables in mixing, con- 
densing and finishing which cannot be 
controlled in practice . . . so that the 
alloy will continue to pass all require- 
ments including A. D. A. Specifications 
when you make the filling. For complete 
satisfaction, buy Minimax Alloy. 

















_ In 5-oz. BOTTLES 


5 ozs... .$1.50 per oz. 1 oz... . $1.60 
10 ozs.... 1.40 per oz. 5 ozs.... 1.55 per oz. 
20 ozs.... 1.35 per oz. 10 ozs.... 1.45 per oz. 


. 
Prices subject to change without notice 


Complies with A.D.A. Specifications. No. 1 
Filings suitable for alloy-mercury gauges. 


In d-oz. BOTTLES 








For best results mortars and pestles should be occasionally resurfaced. Over long 
Periods they wear smooth . . . become inefficient. As a convenience Minimax pro- 


vides FREE with every bottle a handy envelope of Abrasive Resurfacing Powder. 
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